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DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 


DEPARTMENT  OF  HEALTH  AND 
HUMAN  SERVICES 

Office  of  the  Secretary 

20  CFR  Ch.  Ill 

21  CFR  Ch.  I 
42  CFR  Che.  I-V 

45  CFR  Subtitle  A.  Chs.  II,  III.  and  Xlli 

Unified  Agenda  of  Regulations 
agency:  Office  of  the  Secretary,  HHS. 


action:  Publication  of  unified  agenda  of 
regulations. 


summary:  The  President’s  February  17. 
1981.  Executive  order  (12291)  and  the 
Regulatory  Flexibility  Act  of  1980 
require  the  Department  to  publish  an 
agenda  of  significant  regulations  being 
developed  and  an  indication  of  those 
regulatory  actions  that  are  being 
analyzed  for  their  effect  on  small 
businesses.  The  Department  published 
its  last  agenda  on  October  21, 1991. 


FOR  FURTHER  INFORMATION  CONTACT. 

For  further  inquiries  or  comments 
related  to  specific  regulations  listed  in 
the  agenda,  the  public  is  encouraged  to 
contact  the  appropriate  responsible 
individual.  Questions  or  comments  on 
the  overall  agenda  should  be  sent  to: 
Gloria  P.  Ellis,  Regulations  Coordinator, 
Office  of  the  Secretary.  Department  of 
Health  and  Human  Services,  200 
Independence  Avenue  SW., 
Washington.  DC  20201;  telephone:  (202) 
245-6824. 

Robia  H.  Carle, 

Executive  Secretary  to  the  Department. 


Office  of  the  Secretary— Proposed  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

737 

Nondiscrimination  Requirements  (Including  on  the  Basis  of  Sex  or  Religion)  Applic£d)ie  to  Block  Grants  and  Standard 
Nondiscrimination  Procedures  Applicable  to  Certain  Other  Programs  ,  ,,  . 

0991-AA02 

738 

Principles  for  Determining  Costs  and  Cost  Allocation  Procedures  Applicabie  to  Grants,  Contracts,  and  Other 
Agreements  for  Work  Performed  by  HospitEils . . . . . 

0991-AA12 

739 

Equal  Opportunity  in  Employment  Public  Broadcasting,  Public  Radio  and  Public  Telecommunications  Entities 
Receiving  Federal  Fuf>ds  from  the  Corporatior*  for  PuWic  Broadcasting . . 

0991-AA22 

740 

Civil  Money  Penalties  (CMPs)  for  Certain  Hospital  Physician  Incentive  Plar»s . 

0991-AA45 

741 

Civil  Money  Penalties  (CMPs)  for  Certain  Practices  Relating  to  Medicare  Supplemental  Policies . 

0991-AA53 

742 

Block  Grant  Programs . - . 

0991-AA55 

743 

Uniform  Administrative  Requirements  for  Grants  and  Cooperative  Agreements . 

0991-AA56 

744 

Standa''cCzat>on  and  i>iiform  Application  of  CMP  Procedures  .  . 

0991-AA57 

745 

Civil  Money  Penalties  For  FeiAue  To  identify  Medicare  Secondary  Payer  ^ytuations . 

0991-AA64 

746 

Civil  Money  Penalties  For  Physician  Ownership  of,  arvi  Referral  To  Certain  Health  Care  Fntities . 

0991-AA65 

747  1 

Additional  Safe  Harbor  Provisions  Under  the  Anti-Kicfcbac-k  Statute .  . 

0991-AA66 

748  1 

TMe  VI  the  CRA  of  1964,  Subpart  8-Na1ional  Origin  Discrimination  in  Programs  Receiving  Fed.  Financial 
Assistance  from  the  DI-ihs  Against  Persons  of  1  imited  Fnglish  Proficiency  ,  .  . 

0991-AA72 

Office  of  the  Secretary— Final  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

749 

Audits  of  Nongovernmental  Grar;icc3 . . . . . 

0991-AA29 

750 

Civil  Money  Penalties  and  Exclusions  for  Assistants  at  Cataract  Surgery . - . . . . . . . 

0991-AA37 

751 

Civil  Money  Penalties  and  Intermediate  Sanctions  for  HMOs  and  Competitive  Medical  Plans . 

0991-AA44 

752 

Safe  Harbors  for  Protecting  Health  Plans . J 

0991-AA69 

753 

Govemmentwide  Guidance  for  New  Restrictinns  on  t  ohhying;  Interim  Final  Guidance,, . .  . . 

0991-AA70 

Office  of  the  Secretary— Completed  Actions 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

754 

Amendments  to  OIG  Exclusion  and  CMP  Authorities  Resulting  from  PL  100-93 . 

0991-AA47 

755 

PRO  Rural  Practitioners  Amendments . . . 

0991-AA51 

756 

Revisions  to  the  PRO  Sanctions  Notification  Process .  ' 

0991-AA60 

757 

Administrative  Improvements,  Reporting  Requirements  and  Other  Technicai  Changes  for  State  Medicaid  Fraud 
Control  Units . . . J 

0991-AA62 
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Departmental  Management— Final  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

j 

758 

Implementation  of  the  Equal  Access  to  Justice  Act  in  Agency  Proceedings . 

0990-AA02 

Social  Security  Administration— Proposed  Rule  Stage 

Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

759 

Old-Age,  Survivors,  and  Disability  Insurance  Program;  Revised  Medical  Criteria  for  Determination  of  Disability; 
Musculoskeletal  System . 

0960-AB01 

760 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Adjustments  in  SSI 
Benefits  on  Account  of  Retroactive  Benefits  Under  Title  II . 

0960-AB38 

761 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Evaluation  Guides  for 
Determining  Substantial  Gainful  Activity  (SGA) . 

0960-AB73 

762 

Supplemental  Security  Income  Program;  Exclusions  from  Income  and  Resources  of  Indian  Judgment  Funds  and  Per 
C^ta  Distributions . 

0960-AB86 

763 

Old-Age,  Survivors,  and  Disability  insurance  Program;  Nonpayment  of  Benefits  to  Prisoners,  Vocational  Rehabilita¬ 
tion  Exception . 

0960-AC16 

764 

Supplemental  Security  Income  Program;  Continuation  of  Benefits  and  Special  Eligibility  for  Certain  Severely  Impaired 
Recipients  Who  Woilr . 

0960-AC22 

765 

Old-Age  Survivors  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Determining  Disability  and 
Blindness;  Fee  Limitation  Policy  for  Purchase  of  Laboratory  Tests . 

0960- AC41 

766 

767 

Supplemental  Security  Income  Program;  Continuation  of  Full  Benefit  Standard  for  Certain  Persons  institutionalized . 

Old-Age,  Survivors  and  Disability  insurance  and  Supplemental  Security  Income  Programs;  Vocational  Factors 
Regulations  Restructuring  and  Clarification . 

0960-AC55 

0960-AC61 

768 

769 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Interim  Disability  Benefits... 
Supplemental  Security  income  F^ogram;  Redeterminations  of  Supplemental  Security  Income  Eligibility . 

0960-AC76 

0960-AC77 

770 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Medical  Improvement 
Review  Standard  (MIRS) — Miscellaneous  Changes . 

0960- AC81 

771 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Appeals  Council  Notice 
Requirements . 

i 

0960-AC93 

772 

Supplemental  Security  Income  Program;  Waiver  of  SSI  Rule  for  Deeming  to  Children  the  Income  and  Resources  of 
Their  Parents  for  Certain  Disabled  Children . | 

0960-AC96 

773 

Supplemental  Security  Income  Program;  Exclusion  from  Income  of  Domestic  Commercial  Transportation  Tickets 

0960-AC97 

774 

Supplemental  Security  Income  Program;  Reduction  in  Time  When  Income  and  Resources  of  Separated  Couples 

0960-AC98 

775 

Old-Age,  Sunrivors,  and  Disability  Insurance  artd  Supplemental  Security  Income  Programs;  Take  Into  Account 

0960-AD05 

776 

777 

778 

779 

0960-AD07 

0960-AD10 

ni<i-Agp  .^irvtvnrs  and  nicahii^ty  inciirance;  Use  of  State  1  aws  to  Determine  Child  Relationship  (286P) . 

0960-AD16 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplernental  Security  Income  for  the  Aged,  Blind,  and  Disabled; 

0960-AD22 

780 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled; 

0960-AD23 

781 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled; 

0960-AD24 

782 

Old-Age,  Survivors,  &  Disability  Insurance  &  Supplemental  Security  Income  for  the  Aged,  BHnd  &  Disabled; 

0960-AD26 

783 

Old-Age,  Survivors,  and  Disability  Insurance;  Waiver  of  2-Year  Waiting  Period  for  Independent  Entitlement  to 

0960-AD33 

784 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Treatment  of  Certain  Royalties  and  Honoraria 
(31  ep)  . 

.  0960-AD35 

785 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Exclusion  from  Income  and  Resources  of  Victims’ 

.  0960-AD36 

786 

Supplemental  Security  Income  for  the  Aged,  BlirKi,  and  Disabled;  Reimbursement  for  VR  Services  Furnished  During 

.  0960-AD39 

787 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Exclusion  from  Income  and  Resources  of  Earned 

.  0960-AD41 

788 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Exclusion  of  One  Automobile  from  Resources 

.  0960-AD42 
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Social  Security  Administration — Proposed  Rule  Stage — Continued 


Sa- 

qtience 

Number 

Title 

Regulation 

Identifier 

Number 

7S9 

Orgenizatioo  and  Procedures;  Re'new  by  App<»a4s  CouricH . . . . 

0960- A045 

790 

Old-Age.  Survivors  and  Disability  Insurance  and  Supplemental  Security  Income:  Limitation  of  Travel  Expenses  for 
Representation  of  Claimants  at  Administrative  Proceedings . . . . 

0960- AD46 

791 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Time  Limits  for  Disposition  of  Resources . 

0960-AD48 

792 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled; 
Reimbursement  of  Reeisonable  arvl  Necessary  Costs  for  Vocational  R^abHitation . 

0960-AD50 

! 

Social  Security  Administration — Final  Rule  Stage 


Se- 

quertce 

Number 

Title 

Regulation 

Identifier 

Number 

793 

794 

Supplemental  Security  Income  Program;  Suspensions,  Terminations,  and  Advarwe  Notice  of  Adverse  D^erntinations.. 
Old-Age,  Sunnvors,  and  Disability  Insurance  Program;  Revised  Medical  Criteria  for  Determirurtion  of  DissMiity; 
Cardiov£iscuiar  System . . . . . .  . . 

0960-AA22 

0960-AA99 

795 

Old-Age.  Sur^vors.  arvf  Disabitity  Insuraixie  Program;  Revised  Medical  Criteria  for  Determiruition  of  Disability; 
Respiratory  System . . . . . . . . . . . . . . . 

0960-AB00 

796 

Old-Age.  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Irrcome  Program;  Continued  Payment  of 
Benefits  to  Persons  in  Vocational  Rehabilitation  Programs . . . 

0960- AB05 

797 

S(4>plemental  Security  Income  Program  and  Medicaid  Assistance;  What  Is  Not  Irwome . 

0960-AB09 

798 

Revision  of  the  Listing  of  Impairments;  Part  A  arKi  Part  8  of  the  Ervlocrine  and  Multipie  Body  Systems;  Immune 

System  .  . ,  . . 

0960-AC06 

799 

Siipplementel  Serxmty  Inoome  Program;  Payment  of  Renefitci  Due  Deneased  ReoipierttS . .  . 

0960-AC28 

BOO 

SuppiementAl  5«ecurity  lrw>me  Program;  Parent-tn-Child  Deeming . . . . 

0960-AC38 

601 

Old-Age,  Survwors,  and  Dise^Kty  ktsurance  artd  Supplemental  Security  IrKome  Programs:  Cancelled  Consultative 
Examinations . . . 

0960-AC40 

802 

Supplemental  Security  Irtcome  Program;  Proceeds  of  a  Loan,  Payment  of  Pro  Rata  Share  of  Household  Operating 
Expertses . 

0960-AC42 

803 

Old-Age,  Survwors,  arxl  Disability  Irtsurance  Program;  Extension  of  Social  Security  Coverage  to  Certain  Workers; 
Medicare  Only  Coverage  of  Certain  State  and  Local  Government  Employees . . . . . 

0960-AC45 

804 

Old-Age,  Survivors,  and  Disability  Insurance  Program;  Applicability  of  Government  Pension  to  Certain  Federal 
Employees . . . 

0960-AC46 

805 

Old-Age,  Survivors  artd  Disability  Insurance  artd  Supplemental  Security  Income  Programs:  Determination  of  Disability 
!  -  Determitkrrg  State  Ageru^  S<A>stantial  Failure . . . 

1  0960-AC60 

806 

Supplemental  Security  hrcome  Program;  Resources  and  Exclusions;  Definition  of  Resources . . . . 

0960-AC66 

807 

1  OldAge,  Survivors,  and  Disability  Insurance  Program;  Suspension  of  Benefits  of  Deported  Nazis;  Exemption  from 
Social  ftecurity  Taxation  Rncati5w  of  Rnliginiis  fletinf!; 

0960-AC68 

606 

809 

Old-Age.  Survivors,  and  Disability  Insurartce  Program;  Medical  Criteria  for  Evaluating  Mental  Disorders  for  Adults . . 

Supplemerttal  Security  Income  Program;  Augmented  Renefits .  ' 

0960-AC74 

0960-AC82 

810 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs;  Representation  of 
Ctaarnnis  for  Benefits  Under  Title  U  or  Title  XVI . 

0960-AC87 

611 

Old-Age,  Survivors,  and  Disability  Insurance  aitd  Supplemental  Security  Income  Programs;  Standards  Applicable  in 
Determinations  of  Good  Cause,  Fault,  etnd  Good  Faith . . . . 

0960-AC88 

812 

Old-Age,  Survivors,  and  Disability  Insurance  Program;  Authority  to  Amend  Wage  Records  After  Expiration  of  Time 
Limitation . . . . . . . . . . . . . 

0960-AC91 

613 

Supplemental  Security  Irrcome  Program;  Technical  Changes  to  Subparts  K  and  L . . . 

0960-AC94 

614 

Supplemental  Security  Income  Program;  Eligibility  for  SSI  Benefits  of  Children  of  Armed  Forces  Personnel  Residing 
Overseas . . . . . . . . . 

0960-AC95 

815 

OldAge,  Survivors,  and  DisabiFity  Insurance  Programs;  Inclusion  of  Certain  Deferred  Compensation  in  Determination 
of  Wage-Based  Adjustments . .  . 

0960-AD04 

816 

Old-Age.  Survivors,  and  Disability  Insurance  Programs;  Earrtings  and  Benefit  StatemerOs. . . 

0960-AD06 

617 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  tite  Aged,  Blind,  and  Disabled; 
Updating  Nomenclature  (264F) . . . . . . . . .  . 

.  0960-AD1 1 

616 

OldAge,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled: 
Reopening  Determinations  artd  Decisions  (279F).. . . . . 

.  0960-AD12 

619 

OldAge,  Survivors,  and  Disability  Insurance  Benefits;  Coverage  of  Employees  of  State  and  Local  Governments 

0960-AD13 

620 

Old-Age,  Survivors,  and  Disability  Insurance;  Cost  of  Living  and  Other  Determinatiorts  (285F).„.  .  . . . 

.  0960-AD15 

821 

Extending  Old-Age.  Sunrivors.  and  Disability  Insurance  CcMerage  to  Certain  State  and  Local  GoverrMnent  Employees 
(291 F) . 

.  0960-AD18 
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Social  Security  Administratiofv— Final  Rule  Stage — Continued 


Se¬ 

quence 

Number 

Titte 

Regulation 

Identifier 

Number 

822 

Old-Age,  Survivors,  and  Disability  Insurance;  Repeal  of  the  SpecisJ  Disability  Standard  for  Widows  and  Widowers 
(293P) . . . 

0960-AD20 

823 

824 

Old-Age,  Survivors,  and  (Usability  Insurarwe;  Limitation  on  New  Entitlement  to  Special  Age-72  Payments  (300F) . 

Old-Age,  Survivors,  and  Disc^>ility  Insurance;  Consolidation  of  Old  Methods  of  Computing  Primary  Insurance  Amounts 
(302^ . - . 

0960-AD27 

0960-AD29 

825 

Old-Age,  Survivors,  and  DisabiNty  Insurance;  Suspension  of  Auxiliary  Berrefits  When  A  Disabled  Worker  is  in  an 
Extervled  Period  of  EligibUity  (303F) . 

0960-AD30 

826 

Old-Age,  Survivors,  and  Disability  Insurance;  Continued  Entitlement  to  Benefits  of  Deemed  Spouse  Despite 
Entitlement  of  Legal  Spouse  (304P) . 

0960-AD31 

827 

Old-Age,  Survivors,  and  Disability  Insurance;  Reduction  in  Earnings  Needed  for  a  Year  of  Coverage  Toward  the 
Special  Minimum  Benefit  (306F) . . . 

0960-AD32 

828 

Supplemental  Security  Incorrre  for  the  Aged,  Blind,  and  Disabled;  Extension  of  the  Period  of  Presumptive  Eligibility 
for  Berrefits . 

0960-AD40 

829 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled; 
Fees  for  Representative  Payee  Services  (322P) . . . . . 

0960-AD43 

830 

Old-Age  Sur^ors  arrd  Disability  Insurance;  Extension  of  Expiration  Date  for  Respiratory  System  Listing . 

0960- AD44 

831 

Supplemental  Security  Income  for  Aged,  Blind  and  Disabled;  Technical  Changes . 

0960-AD47 

832 

Supplemental  Security  income  for  the  Aged,  Blind,  and  Disabled;  Presumptive  Disability  and  Presumptive  Blindness . 

0960-AD51 

Social  Security  Administration — Completed  Actions 

Title 

Regulation 

Identifier 

Number 

1 

833 

Old-Age,  Survivors,  and  Disability  Insurance  and  Supplemental  Security  Income  Programs:  Evaluation  of  Symptoms, 
Including  Pain . 

0960-AB41 

834 

Supplemental  Security  Income  Program;  Permanent  Residence  in  the  United  States  Under  Color  of  Law  -  Additional 
Category . 

0960-AC26 

835 

Old-Age,  Survivors,  aiKj  Disability  insurance  Program;  Revision  of  Contributions  for  Support  Rules . 

0960-AC57 

836 

Disclosure  of  Official  Records  and  Information;  Blood  Doixx  Locator  Service . . . 

0960-AC79 

837 

Supplemental  Security  Income  Program;  Exclusion  of  Accrued  Income  with  Respect  to  Purchase  of  Certain  Burial 
Spaces  for  Purposes  of  SSI  Eligibility . 

0960-AC99 

838 

839 

Supplemental  Security  IrKome  for  the  Aged,  Blind,  and  Disabled;  Presumptive  Disability  and  Presumptive  Blindness . 

Old-Age,  Survivors,  and  Disability  Insurance;  Continuation  of  Benefits  During  Appeal  After  Disability  has  Ceased 
(2921) . 

0960-AD14 

.  0960-AD19 

840 

841 

Old-Age,  Survivors,  and  Disability  Insurance;  Payment  of  Benefits  to  a  Child  Adopted  By  a  Surviving  Spouse  (294F).... 
Old-Age,  Survivors,  and  Disability  Insurance;  Elimination  of  Eligibility  for  Retroactive  Benefits  for  Certain  Individuals 

.  0960-AD21 

.  0960-AD28 

842 

Old-Age,  Survivors,  and  Disability  Insurance;  Recovery  of  Overpayments  by  Means  of  Reductions  in  Tax  Refurxls 
(308F) . 

.  0960-AD34 

843 

Supplemental  Security  Income  for  the  Aged,  Blind,  and  Disabled;  Suspension  and  Termination  of  Benefits  arxl 

.  0960-A049 

Public  Health  Sen/ice— Office  of  Assistant  Secretary  for  Health  (OASH)— Proposed  Rule  Stage 

Title 

Regulation 

Identifier 

Number 

844 

Exempt  Privacy  Act  System  of  Records  Related  to  Inquiries  and  Investigations  of  Scientific  Misconduct . — . — 

.  0905-AD31 
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Public  Health  Service— Alcohol,  Drug  Abuse,  and  Mental  Health  Administration  (ADAMHA) — Proposed  Rule  Stage 


Se- 

□uence 

Number 

Title 

Regulation 

Identifier 

Number 

B45 

Waivers  to  Requiremef)t  That  States  Spend  at  Least  a  Certain  Portion  of  State  Block  Grant  Funds  for  New  Mental 

0905-AC99 

Public  Health  Service — Centers  for  Disease  Control  (CDC)— Proposed  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

846 

NIOSH  Revision  of  Tests  and  Requirements  for  Certification  of  Respiratory  Protective  Devices . . 

0905-AB58 

Public  Health  Service— Centers  for  Disease  Control  (CDC)— Final  Rule  Stage 


Se- 

querKe 

Number 

Title 

Regulation 

Identifier 

Number 

847 

Interstate  Shipment  of  Biological  Material  That  Contains  or  May  Contain  Etiologic  Agents . . . 

0905-AC89 

648 

Medical  Examination  of  Altens . 

0905-A029 

Public  Health  Service— Centers  for  Disease  Control  (CDC)— CJompleted  Actions 


Se- 

1 

Title 

Regulation 

quefKe 

Identifier 

Number 

Number 

849 

Subchapter  J  -  National  Vaccine  Program,  Part  110  Information  and  Education,  Subpart  A  -  Vaccine  information 

Materi^ . . . . 

0905-AC83 

Public  Health  Service— Food  and  Drug  Administration  (FDA)— Prerule  Stage 


Se- 

Title 

Regulation 

quence 

Identifier 

Number 

Number 

850 

Computer  Products;  Policy  Guidance . 

0905-AC72 

Public  Health  Service— Food  and  Drug  Administration  (FDA)— Proposed  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

851 

Policies  Concerrting  Uses  of  Sulfitirtg  Agents . 

0905-ABS2 

852 

Infant  Formula  Act . . . . 

0905-AC46 

653 

Current  Good  Marujfacturing  Practice  for  Blood  &  Blood  Components;  Notification  of  Consignees  Receiving  Blood  & 
Blood  Components  at  Increased  Risk  for  Transmittir>g  HIV  Infection . 

0905-AC90 

854 

Lead  in  Foods . . . . . . . . . 

090S-ACgi 

855 

Food  Labeling  Review . 

0905- AD08 

856  , 

Implemerttation  of  Title  1  of  the  Generic  Animal  Drug  and  Patent  Term  Restoration  Act . 

0905-AD15 

857 

Voluntary,  Fee-of-Service  Seafood  Inspection  Program . 

0905-AD23 

858 

Revocation  of  the  Permanent  Listings  for  Use  of  FD&C  Red  No.  3  in  Food  and  Ingestari  Dnigs . 

0905-AD36 

859 

Salmoriella  Enteritidis  in  Shell  Egos . . 

0905-AD37 

860 

Prescription  Drug  Marketing  Act  of  1987:  Policy  Information,  Guidance,  and  Clarifications .  . 

0905-AD44 

861 

Implementation  of  the  Safe  Medical  Devices  Act  of  1990 . 

0905-AD59 
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Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

862 

Mandatory  HACCP  Seafood  Inspection  Program . . . . . . . . . 

0905-A060 

Public  Health  Service— Food  and  Drug  Admir>istration  (FDA)— Final  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

863 

Over-the-Counter  (OTC)  Drug  Review . 

0905- AA06 

864 

Current  Good  Manufacturing  Practice  for  Finished  Pharmaceuticals;  Retrospective  Review . 

0905- AA73 

865 

Current  Good  Manufacturing  Practice  (CGMP)  for  Blood  and  Blood  Components;  Retrospective  Review . 

0905- AA75 

866 

New  Animal  Drug  Approval  Process . 

0905- AA96 

867 

Requirements  for  Adverse  Experience  Reporting  for  Licensed  Biological  Products . - . . . . 

0905-AB53 

868 

869 

Proposed  Rule  To  Implement  the  Orphan  Drug  Amendmmts  to  the  Federal  Food.  Drug,  and  Cosmetic  Act . . 

Abbreviated  New  Drug  Application  Regulations  (Title  1  of  the  "Drug  Price  Competition  and  Patent  Term  Restoration 
Act  of  1984") . . . . . 

0905-AB55 

0905-AB63 

870 

Proficiency  Testirtg  Requirements  for  Laboratories  Testing  Blood  and  Blood  Components  by  the  FDA-Required  Tests 
for  HBsAg  and  Antl-HIV . 

0905-AC92 

871 

Methadone  in  Maintenance  Treatment  of  Narcotic  Addicts;  Joint  FDA  artd  NIDA  Proposed  Revision  of  Conditions  of 
Um . 

0905-AC93 

872 

Expediting  Approval  for  Drugs  Intended  to  Treat  Life-Threatening  and  Severely  Debilitating  Illnesses . 

0905-AC94 

873 

Patent  Term  Restoration  for  Animal  Drugs . . . 

0905- AD16 

874 

Retention  of  Bioavailability  and  Bioequivalence  Testing  Samples . 

0905- ADI  7 

875 

Investigational  New  Drug,  Antibiotic  and  Biological  Drug  Product  AppHcations;  Proposed  Amendment  to  Sections  on 
Clinical  Hold  and  Termination . . .  . . . . . . . . 

0905-AD19 

876 

Fees  for  Certification  Services;  Insulin  and  Color  Additive  Certification  Programs . . . . . . .  . 

0905-AD34 

877 

Use  of  Aseptic  Processing  and  Terminal  Sterilization  in  the  Preparation  of  Sterile  Pharmaceuticals  for  Human  and 
Veterinary  Use . . . . . . . . 

0905-AD45 

Public  Health  Sen/ice— Food  and  Drug  Administration  (FDA)— Completed  Actions 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

Food  Labeling;  Health  Messages  and  Label  Statements . 

0905-AB67 

Food  Labeling:  Definitions  of  Nutrient  Content  Claims  for  the  FaL  Fatty  Add,  and  Cholesterol  Content  of  Food _ 

0905- AB68 

Drug  Exports . . . . 

0905-AC44 

Fruit  and  Vegetable  Juice  Percentage  Labeling . 

0905-AC48 

Medical  Device  Reporting . . . 

0905-AD38 

Public  Health  Service— Health  Resources  and  Services  Administration  (HRSA)— Proposed  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

883 

884 

National  Health  Service  Corps  Loan  Repayment  Program;  Grants  for  State  Loan  Repayment  Programs . — 

Grants  for  Communitv  Health  Centers . . . . . 

- - 

0905-AC65 

0905-AC85 

885 

1  Grantft  fnr  Mlnrant  Haalth  Saivk^aa . . . . . . . . . . J 

0905-AC86 

886 

1  Ornan  ProrurAment  and  Trananlantatirin  Netwerk  RylAs . . . . . . 

! 

0905-A026 

1  «  r  1 
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Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

887 

Health  Education  Assistance  Lxian  (HEAL)  Program:  Performance  Standards . 

0905-AC87 

888 

Health  Education  Assistance  Loan  (HEAL)  Program:  Implementation  of  Public  Law  100-607 . 

0905-AD05 

889 

Health  Education  Assistance  Loan  (HEAL)  Program:  Postjudgment  Collections . . . 

0905-AD11 

890 

Vaccine  Injury  Compensation:  Calculation  of  Cost  of  Health  Insurance . . . 

0905-AD25 

891 

National  Health  Service  Corps  Loan  Repayment  Program . 

0905-AD57 

Public  Health  Service — Health  Resources  and  Senrices  Administration  (HRSA)— Completed  Actions 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

892 

893 

894 

0905-AC68 

0905-AD27 

NetioTMl  Health  Service  Corps  Special  Repayment  Program — Subpart  D . 

0905-AD58 

Public  Health  Service — Indian  Health  Service  (IHS)— Proposed  Rule  Stage 

Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

895 

Indian  Health  Service  Loan  Repayment  Program  Regulations . . . 

0905-AC96 

896 

inrlian  Health  Catastrophic  Health  Emergency  Furtd  Program . . 

0905-AC97 

897 

Revision  of  Indian  Self-Determination  Regulations . 

0905-AC98 

898 

Revision  of  Urban  Indian  He£Uth  Regulations . - . 

0905-AD20 

899 

CHSDA  Expansion  for  Grand  Traverse  Band  of  Ottawa  and  Chippewa  Indians  of  Michigan . 

0905-AD61 

Public  Health  Service— Indian  Health  Service  (IHS)— Final  Rule  Stage 


Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

900 

Review  of  the  Determination  of  an  Indian  Tribe’s  Resource  Deficiency  Level . 

0905-AD21 

Public  Health  Service— National  Institutes  of  Health  (NIH)— Proposed  Rule  Stage 

Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

901 

Grants  for  Research  Projects . 

0905-AC02 

902 

Special  Volunteer  Services  at  the  National  Institutes  of  Health . . 

0905-AC95 

903 

National  Institutes  of  Health  AIDS  Research  Loan  Repayment  Program . 

0905- ADI  8 

904 

Traineeships . . . J 

0905-AD28 

905 

Herardmis  Substances  Basic  Research  and  Training  Grants 

0905-AD46 

906 

Minority  Biomedical  Research  Support  Program . . . 

0905-AD47 

907 

National  Heart  Lurtg,  artd  Blood  Institute  Grants  for  Prevention  and  Control  Projects . 

0905-AD48 

908 

National  Institutes  of  Health  Cortstnjction  Grants . 

0905-AD49 

909 

Training  Grants .  . 

0905-AD56 
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Se¬ 

quence 

Number 

Title 

Regulation 

Identifier 

Number 

1  910 

[  911 

National  Institutes  of  Health  Center  Grants . 

Criteria,  Standards,  and  Procedures  for  the  National  Bone  Marrow  Donor  Registry,  Individual  Donor  Centers,  Dorxx 
Registries,  Marrow  Collection  Centers,  and  Transplant  Centers . 

0905-AC27 

0905-AD51 

1  Public  Health  Service— National  Institutes  of  Health  (NIH)— Completed  Actions  | 

i  Se- 

1  quence 

1  Number 

Title 

Regulation 

Identifier 

Number 

1  912 

Conduct  of  Persons  and  Traffic  on  the  National  Institutes  of  Health  Federal  Enclave . 

0905-AD55 

Public  Health  Service— Agency  for  Health  Care  Policy  and  Research  (AHCPR)— Proposed  Rule  Stage 

1  Se- 

I  quence 

Number 

Title 

Regulation 

Identifier 

Number 

913 

Grants  for  Health  Services  Research,  Evaluation,  Demonstration,  and  Dissemination  Projects . 

0905-AD30 

Health  Care  Financing  Administration — Proposed  Rule  Stage 

Se-  Regulation 

quence  Title  Identifier 

Number  Number 


Se-  Regulation 

quence  Title  Identifier 

Number  Number 


914  Administrative  Appeals  Process  for  Provider  Payment  Disputes  Including  Amending  Cost  Reports  &  Reoperung 

Intermediary  Payment  Determinations  &  Administrative  Review  Decisions  (BPD-221-P) .  0938-AA33 

915  Payment  for  Clinical  Diagnostic  Laboratory  Senrices  (BPD-309-P) .  0938-AB50 

916  Hospice  Senrices  (MB-7-P) .  0938-AC52 

917  Revised  Effective  Date  of  Medicare/ Medicaid  Provider  Agreement  and  Supplier  Participation  (HSQ-139-P) .  0938-AC88 

918  PRO  Review  of  Surgical  Procedures  and  Requirements  for  Second  Opinions  (HSQ-147-P) .  0938'AC90 

919  Payment  for  the  Cost  of  Malpractice  Insurance  for  Hospitals  Excluded  from  the  Prospective  Payment  System  (BPD- 

437-P) .  0938-AC97 

920  Optional  Payment  System  for  Low  Medicare  Volume  Skilled  Nursing  Facilities  (BPD-409-P) .  0938-AD02 

921  Medicaid  Eligibility  of  Poverty  Level  Groups  and  Extended  Coverage  of  Services  (MB-13-P) .  0938-AD17 

922  Transfer  of  Resources  for  Less  Than  Fair  Market  Value  (MB-10-P) .  0938-A018 

923  Medicare  Coverage  of  Outpatient  Occupational  Therapy  Services  (BPD-425-P) .  0938-AD32 

924  Revisions  to  the  Freedom  of  Information  Regulations  (OPA-1-P) .  0938-AD60 

925  Changes  Concerning  the  Investment  Income  Offset  Policy  (BPD-481-P) . 0938-AD72 

926  Clarification  of  and  Changes  to  Medicare  Coverage  Policy  Regarding  Durable  Medical  Equipment  (BPD-468-P) .  0938-AD77 

927  Appeals  for  Enrollees  of  Prepaid  Health  Care  Plans  (OCC-020-P) .  0938-AD79 

928  Omnibus  Nursing  Home  Reform  Requirements  (BPD-488-P) .  0938-AD81 

929  New  Minimum  Standards  for  Medicare  Supplemental  (Medigap)  Policies  (BPO-491-P) .  0938-AD82 

930  Sunrey  and  Certification  of  Skilled  Nursing  Facilities  and  Nursing  Facilities  and  Enforcement  Procedures  (HSQ-156- 

P) .  0938-AD94 

931  Clarification  of  “Without  Fault"  As  It  Applies  to  Physician  Provider  and  Supplier  Liability  (BPD-719-P) .  0938-AD95 

932  Requirements  for  Coverage  of  Seat  Lifts  (BPD-607-P) .  0938-AE05 

933  Protection  of  Income  and  Resources  for  Community  Spouse  (MB-23-P) .  0938-AE12 

934  Physician  Certification  and  Plan  of  Care  Requirements  and  Inspection  of  Care  Reviews  (HSQ-178-P) .  0938-AE17 

935  HMO  Organizational  Structure  and  Services  (OCC-019-P) .  0938-AE25 

936  Medicaid  Payment  of  Medicare  Cost  Sharing  for  Qualified  Medicare  Beneficiaries  and  Qualified  Disabled  Workers 

(MB-031-P) .  0938-AE38 

937  Hospital  Standard  for  HIV  Infectious  Blood  (BPD-633-P) .  0938-AE40 

938  Exterxled  Medicaid  Eligibility  for  Certain  Individuals  (MB-026-P) .  0938-AE51 

939  Resident  Assessment  in  Long  Term  Care  Facilities  (HSQ-180-P) .  0938-AE61 

940  Post  Contract  Beneficiary  Protections  and  Other  Provisions  (OCC-01 1-P) .  0938-AE63 

941  Early  and  Periodic  Screening,  DiagrK>stic,  and  Treatment  (EreDT)  Services  (MB-28-P) .  0938-AE72 

942  Payment  for  Nursing  and  Allied  Health  S^nce  Education  (BPD-685-P) .  0938-AE'^9 


16710 


Federal  Register  /  Vol.  57.  No.  81  J  Monday,  April  27,  1992  /  Uoified  Agenda 


HHS 


Health  Care  Finanoing  Administration — Proposed  Hule  Stage — Continued 


Se¬ 

quence 

Number 


943 

944 

945 

946 

947 

948 

949 

950 

951 
852 

953 

954 

955 

956 

957 

958 

QCA 

939 

960 

961 

962 

963 

964 

965 

oOO 

967 

968 


Title 


Regul^on 

Idenbfor 

Number 


Cost  Report  Settlement  Adjustment  Factor  for  Skilled  Nursing  Facilities  and  Home  Health  Agencies  1BP0-702-P) . J, 

Coverage  of  Screening  Rap  Smears  tBPO-705-Pt - - - - - - 

Medicare  Coverage  arKf  Payment  of  Clinical  Psychologist,  Other  Psychologist,  and  Clinical  Social  M/orker  Seivices  -  ^ 

Medicare  {BPD-706-P) . . . . . . 

Coverage  of  Physician  Assistant,  Nurse  Practitioner,  and  GinicaJ  Nurse  Specialist  Services  (BPO-708-P) . 

Utilization  and  Quality  Control  Peer  Review  Organizations  tPROs);  Confidential  -Information  <HSQ-190-r^ . . 

Case  Management  (^-27-P) . 

Day  Habilitation  and  Related  Services  (MB-37-P) .  . 

Medicaid  Third  Party  Liability:  Cost  Effectiveness  Waivers  (MB-39-P) . 

Medicaid  for  Two-Parent  Families  (MB-42-P) . 

OBRA  '90  and  Miscellaneous  Managed  Care  Technical  Amendments  (MB-044-P) . . . . . 

Restoring  Criteria  for  the  Determination  of  Cost  Reimbursement  to  Medicare  •  Contracting  Prepaid  Health  Plans 

(0CC016-P) . . . . . . .  - . - _ _ _ 

Provider  Reimbursement  Determinations  and  Appeals  Revisions  (BPD-727-P) . . . . . 

Written  Documentation  That  Deficiencies  Do  Not  Jeopardize  Resident  Health  and  Safety  (HSQ-183-P) . 

Alternative  Sanctions  for  P^chiatrlc  Hospitals  1HSQ-Idl-F^ _ _ _ _ _ _ 

Medicare,  Medicaid  and  CL1A  Programs:  Inspection  and  C^fication  Procedures  for  Laboratories  (HSQ-193-P) . 

Continuation  of  FFP  Following  Look  Behind  Terminations  tHSQ-t94-P) . . 

Preadmission  Review  arnf  Authorization,  Outpatient  Surgery,  Preadmission  Diagnostic  Testing  and  Same  Day 


0936Jke67 

0938-AE98 

0938-AE99 
0938-AF00 
0938-AF03 
0938-AF07 
0938-AF10 
0938-AF1 1 
0938-AF13 
093B-AFJ5 

0938-AF16 

0938-AF28 

0938-AF31 

0938-AF32 

0938-AF33 

0938-AF34 


Surgery  Under  Medicaid  (MB-021P) . . . . . . . . 

Physician  Ownership  of,  and  Referrals  to  Health  Care  Facilities  that  Furnish  Ginical  Laboratory  Services  (BPO-674- . 

P) . . . - 

Urriform  Payment  Mechanism  Jor  Paying  Hospitals  Under  Part  A  of  Medicare  <BPO-104-Pk8 . - . - . 

Medicaid  Qualifying  Trusts  (MB-011-P) _ _ _ 

Medicaid  Payment  for  Obstetrical  and  Pediatric  Services— Adequate  Payment  Level  Provision  (MB-036-P) . 

Requirements  for  Enrollment  of  Medicaid  Recipients  UrKler  Cost  Effective  Employer  Based  Group  Health  Plans  (MB- 

047-P) . . . 

Referral  io  Child  Support  Enforcemertt  Agencies  of  Medicaid  Families  With  an  Absent  Parent  (MB-051-P) . 

Optional  Spenddown  (MB-055-P) . . . 

Clarification  of  Coverage  of  Inpatient  Psychiatric  Services  (MB-060-P) . . 

Medicare  and  Medicaid  Programs:  Requirements  for  Physician  Incentive  Plans  in  Prepaid  Health  Care  Orgarvzations 
(OCC-024-P) . . . 


0938-AF35 

0938-AF40 

0938-AF60 

«938-AF61 

0938-AF62 

0938-AF64 

0938-AF68 

0938-AF72 

093aAF73 

0938-AF74 


Health  Care  Financing  Administration— Final  Rule  Stage 


quence 

Number 


Title 


Regulation 

Identifier 

Number 


969 

970 

971 

972 

973 

974 

975 

976 

977 

978 


Medicaid  Eligibility  and  Coverage  Requirements  <M6-001  -PC)  _ _ _ _ _ _ _ _ _ _ _ 

Deduction  of  Incurred  Medical  Expenses  (Spenddown)  (MB-020-FO) _ _ _ _ _ 

Payment  for  the  Services  of  Physidarrs  Furnished  in  Teaching  Settings  and  Other  Providers  tBPD-1 42-'rJ _ ! 

Medicare/Medicaid  Revaluation  of  Assets  (0PD-311-F^ . . . . . . . . . . 

Home  and  Community-Based  Services  and  Respiratory  Care  for  Ventltator43ependent  Individuals  (MB-8-FC) _ 

Participabon  in  CHAMPUS  and  CHAMPVA,  Hospital  AdmissKms  lor  Veterans,  Discharge  Rights  Notice,  and  Hospital , 

Responsibility  for  Emergency  Care  <BPO-393-FC) . . . . . . . . .  . . . 

DeruaJ  of  Payment  for  Substandard  Quality  Care  (HSQ-132-F) . . . . . . . . 

Changes  Concerning  Suspension  tA  Medicare  Payments  and  Determinations  of  Allowable  Interest  Expense  <BPO- 

429RC) . 

Changes  Corroemirrg  the  Definition  of  Accrual  Basis  of  Accounting  (BPD-366R) _ _ _ _ _ _ _ _ _ _  __ 

Criteha  and  Procedures  for  Making  Medical  Services  Coverage  Decisions  That  Relate  to  Health  Care  Technology 
(BPO-432-F) . . . . . . . . . ; 


0938-AA58 

0938-AB07 

0938-AB61 

0938-AB64 

0938-AC55 

0938-ACS8 

0938-AC84 

0938-AC99 

0938-A001 


0938-AD07 


979 


Revisierrs  to  Conditions  of  Participation  for  Hospitais  and  Conditions  lor  Coverage  of  Services  of  independent 


980 

981 

982 
963 
984 

965 

966 
987 


LaborMories  (BPO-421-F) . . . . . . . . J 

Paymerrt  for  Services  of  Certified  Registered  Nurse  Anesthetists  (BPD-423-F) _ _ _ _ _ 

Prohibition  on  Unbundling  of  Hospital  Outpatient  Services  (BPD-426-F) . . . ! 

Changes  to  Peer  Review  Organization  Regulations  (HSQ-1 35P) _ _ _ _ 

Home  and  Community-Based  Services  for  the  Elderly  (MB-019-iFC) _ _ _ _ 

Payment  for  Durable  Medical  Equipment  and  Orthotic  and  Prosthetic  Devices  (BPD-494-IFC) . . . . . . 

Charges  to  Residents'  Funds  in  Nursing  Homes  (BPD-477-F) _ _ _ _ _ _ 

Prohibition  of  PFP  for  Educational  and  Vocational  Training  lor  Institutionalized  Individuals  (BPD-485-F) . . . 

Medicare  Secondary  Payer  for  Disabled  Active  Individuals  (BPD-482-F) _ _ _ _ _ _ 


0938-AD1I 
0938-A025 
0938-AD33 
0938-A038 
6938-A055 
0938-A0e5 
0938- AD66 
0938-ADe9 
0938-A073 
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Se¬ 


quence 

Number 


Title 


Regulation 

Identifier 

Number 


988 

989 

990 

991 

992 

993 

994 

995 

996 

997 

998 

999 

1000 
1001 
1002 

1003 

1004 

1005 

1006 

1007 

1008 

1009 

1010 

1011 

1012 

1013 

1014 

1015 

1016 

1017 

1018 

1019 

1020 
1021 
1022 

1023 

1024 

1025 

1026 

1027 

1028 

1029 

1030 

1031 

1032 

1033 

1034 


Medicare  Coverage  of  Home  Health  Services,  Medicare  Conditions  of  Participation  and  Home  Health  Aide 

Supervision  (BPD-469-F) . 

Fee  Schedule  for  Payment  of  Therapeutic  and  Diagnostic  Senrices  Other  than  Psychological  Testing  Provided  by 

Clinical  Psychologists  and  Clinical  S^ial  Workers  (BPD-495-IFC) . 

Diagnosis  Codes  on  Physician  Bills  (BPD-610-F) . . . 

HMDs:  Group  Specific  Ratings  (OCC-009-F) . 

Clinical  Laboratory  Improvement  Amendments  of  1988;  Fee  Collection  (HSQ-177-FC) . 

"Confined  to  the  Home"  Requirements  for  Home  Health  Services  (BPD-626-F) . 

Payment  Adjustments  for  Hospitals  That  Serve  a  Disproportionate  Number  of  Low-Income  Patients  (MB-017-IFC) . 

Medicaid  Management  Information  System  (MMIS)  Performance  Review,  Notification  Procedures  for  Changes  in 

Requirements,  Performance  Standards,  and  Reapproval  Conditions  (MB-035-F) . 

Survey  Requirements  and  Alternative  Sanctions  for  Home  Health  Agencies  (HSQ-169-F) . 

Offset  of  Medicare  Payments  to  Individuals  to  Collect  Past  Due  Obligations  Arising  from  Breach  of  Scholarship  and 

Loan  Contracts  (BP0^8-F) . 

Medicare,  Medicaid  and  CLIA  Programs:  Regulations  Implementing  the  Clinical  Laboratory  Improvement  Amend¬ 
ments  of  1988  (CLIA’  88)  (HSai76-FC) . 

Conditions  of  Coverage  for  Organ  Procurement  Organizations  (BPD-646-FC) . 

Preadmission  Screening  and  Annual  Resident  Review  (BPD-661-F) . 

Revisions  of  the  Medicare  Economic  Index  (BPD-655-l^ . 

Granting  and  Withdrawal  of  Deeming  Authority  to  Private  Nonprofit  Accreditation  Organizations  and  State  Licensure 

Agencies  for  Laboratories  (HSQ-181-F) . 

Conforming  Provisions  for  1988  HMO  Amendments  (OCC-012-P) . 

Limit  on  Payment  for  Cost  of  an  Intraocular  Lens  Furnished  by  a  Hospital  on  an  Outpatient  Basis  {BPD-649-F) . 

Schedule  of  Limits  on  Home  Health  Agency  Costs  Per  Visit  for  Cost  Reporting  Periods  Beginning  on  or  After  7/1/91 

(BPD-679-NC) . 

Uniform  Electronic  Cost  Reporting  System  for  Hospitals  (BPD-689-F) . 

Payment  Change  for  Home  Dialysis  (BPD-690-F) . 

Aggregation  of  Medicare  Claims  for  Administrative  Law  Judge  (AU)  Hearings  and  Judicial  Review  (BPD-694-F) . 

Medicare  Coverage  of  Prescription  Drugs  Used  in  Immunosuppressive  Therapy  (BPD-424-F) . 

Fire  Safety  Standards  for  Hospitals,  Long  Term  Care  Facilities,  and  Intermediate  Care  Facilities  for  the  Mentally 

Retarded  (BPD-650-F) . 

Allowing  Certifications  and  Recertifications  by  Nurse  Practitioners  and  Clinical  Nurse  Specialists  for  Certain  Services 

(BPD-709-F) . 

Changes  to  the  Long-Term  Care  Facility  Survey  Process  (HSQ-175-FC) . 

Revised  Procedures  for  Paying  Claims  from  Providers  of  Medicare  Services  (BPO-93-N) . 

General  Notice  on  Medicare  Secondary  Payment  (BPO-94-GN) . 

Coordination  of  Medicaid  with  Special  Supplemental  Food  Program  for  Women,  Infants  and  Children  (MB-30-F) . 

Required  Coverage  of  Nurse  Practitioner  Services  -  Medicaid  (MB-41-F) . 

Payment  for  Federally  Qualified  Health  Center  (FQHC)  Services  (BPD-728-FC) . 

Granting  and  Withdrawal  of  Deeming  Authority  to  National  Accreditation  Organizations  (HSQ-159-F) . . 

Withdrawal  of  Coverage  of  Thermography(BPD-645-FN) . 

Essential  Access  Community  Hospitals  (EACHs)  and  Rural  Primary  Care  Hospitals  (RPCHs)  (BPD-713-F) . 

Medicare  Coverage  of  Screening  Mammography  (BPD-724-F) . 

Self-Implementing  Coverage  and  Payment  Provisions  of  Omnibus  Budget  Reconciliation  Act  of  1990  (BPD-725-FC) . 

Medicaid  Payment  for  Covered  Outpatient  Drugs  Under  Rebate  Agreements  (MB-046-IFC) . 

Update  of  Ambulatory  Surgical  Center  Payment  Rates  Effective  October  1,  1991  and  Additions  to  and  Deletions 

from  the  Current  List  of  Covered  Surgical  Procedures  (BPD-710-NC) . 

Payment  for  Customized  Wheelchairs  (BPD-730-F) . 

Medicare  and  Medicaid  Programs;  Advance  Directives  (BPD-718-IFC) . 

Durable  Medical  Equipment  (DME)  Medical  Necessity  Forms  (BPD-734-FC) . 

Injectables  for  Osteoporosis  (BPD-735-FC) . 

Partial  Hospitalization  Services  in  Community  Mental  Health  Centers  (BPD-736-IFC) . 

Medicare  Coverage  of  EPO  for  Home  Use  by  Home  Dialysis  Patients  (BPD-737-F) . 

Recognition  of  the  Community  Health  Accreditation  Program  Standards  for  Home  Care  Organizations  (BPD-739-FN) ... 
Recognition  of  the  Joint  Commission  on  the  Accreditation  of  Healthcare  Organizations  Standards  for  Home  Health 

Care  Organizations  (BPD-740-PN) . 

Continuous  Use  of  Durable  Medical  Equipment  (BPD-742-IFC) . 

Reporting  Requirements  for  Financial  Relationships  Between  Physicians  and  Health  Care  Entities  that  Furnish 
Selected  Items  and  Services  (BPO-100-F) . 


0938-AD78 

0938-AD84 
0938-AE06 
0938- AE24 
0938-AE28 
0938-AE34 
0938-AE35 

0938-AE36 

0938-AE39 

0938-AE45 

0938-AE47 

0938-AE48 

0938-AE49 

0938-AE54 

0938-AE62 

0938-AE64 

0938-AE76 

0938-AE78 

0938-AE80 

0938-AE81 

0938-AE93 

0938-AE94 

0938-AE97 

0938-AF01 

0938-AF02 

0938-AF04 

0938-AF05 

0938-AF09 

0938-AF12 

0938-AF14 

0938-AF17 

0938-AF18 

0938-AF21 

0938-AF26 

0938-AF27 

0938-AF42 

0938-AF48 

0938-AF49 

0938-AF50 

0938-AF51 

0938-AF52 

0938-AF53 

0938-AF54 

0938-AF55 

0938-AF56 

0938-AF57 

0938-AF58 


1035 

1036 

1037 


Designation  of  Regional  Carriers  to  Process  Claims  for  Durable  Medical  Equipment,  Prosthetics,  Orthotics  and 

Supplies  (BPO-102-FC) . . . 

Exemption  of  Low  Income  Pregnant  Women  from  Eligibility  Condition  of  Establishing  Paternity  and  Seeking  Support 

(MB-048-FC) . 

Community  Supported  Living  Arrangements  Services  (MB-049-IFC) . 


0938-AF59 

0938-AF65 

0938-AF66 
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Se¬ 

quence 

Number 

Title 

Regulation 

luvniwvw 

Number 

1038 

Medicaid  Drug  Use  Review  Program  and  EleOrornc  Claims  Management  System  lor  Outpatier^  Orug  Claims  >(MB-  ^ 

. 

0938-AF67 

1039 

Medicaid:  Outstationed  Intake  Locatior«  lor  Certain  low-income  Pregnant  Women,  infants  and  Children  jfMB-052- ; 

0938-AF69 

1040  ^ 

Home  ar)d  Comrourvty^Based  Care  as  an  Optional  Service  tMB-053-lFC^ . . . . . . 

0938-AF70 

Health  Care  Financing  Administration— Cornpieted  Actions 


Se^ 

quenoe 

Number 

Title  * 

Regulation 

Identifier 

Number 

1041 

State  Share  of  Financial  Participailion  4MB-22-IFC) . . . . . . . . . . . . . 

0938-AD36 

1042 

Fee  Schedule  for  Certified  Nurse-Midwife  Services  (RPP-4afi-P)  .  . .  J 

0938-AD85 

1043 

Enforcement  of  Laboratory  Requirements  (HSQ-1 79-F) _ _ _ _ _ _ _ _  —  .  --  _ _ _ _ J 

0938-AE60 

1044 

Geographic  Designation  for  Home  Health  Agency  Branch  Offices  (BPO-651-FN) .  .  . . . . 

093&IAE77 

1045 

Medicare  Payrn€*nt  for  Hospice  Care  (BP0-691-FC) ,  ,  .  . . 

0938- AEB2 

1046 

Fee  Schedule  for  Physicians'  Services  (8PD'7i2-F^  ~  _ _ _ _ _ _  ..  . . . 

0938- AE91 

1047 

Eligibility  for  Premium  Hospital  InsurarKe;  State  Buy-In  Agreements  (BPD-668-FI . . .  . .  . . . 

0938-AE92 

1048  i 

Medicare  Economic  Inde*  Update  Effective  January  1,  1fi92'{RP0-71^  Mi . 

0938-AF22 

1049 

Physician  Performance  Standard  Rate  of  Increase  for  Fiscal  Year  1992  (BPD-703-N)  _  .  . . 

0938-AF24 

1050 

OiMct  Payment  of  Organ  Procurement  Organizations  4BPO-71 S-P) . . . . . . .  .  . 

0938-AF25 

1051 

Medicaid  Eligibility  Quality  Control  (MB-032-N) . . . . . . . 

0938-AF36 

1052 

Part  A  Premium  for  the  Uninsured  Aged  for  1M2  (OACT-037-N) . . . . . . . 

0938-AF37 

1053 

Monthly  Actuarial  Rates  and  MontNy  Supplemental  Insurance  Premium  Rate  for  1992 IOACT-038-N) . 

0938-AF38 

1054 

*055 

Inpatient  Hospital  Deductible  and  Hospital  and  Skilled  Nursing  Facility  Coinsurance  Amounts  for  1992  (OACT-039-N} .. 
Standards  for  Defining  Disproportionate  Share  Hospitals  f  MB-58-P) . . . . 

0938-AF39 

0938-AF75 

Administration  ior  Children  arni  Families— Proposed  Huie  Stage 


Se¬ 

quence 

■Number 

Title 

Regulation 

IdenUrier 

Number 

1056 

Aid  to  Families  With  Dependent  Children  Program;  Extension  of  Medicaid  Eligibility  When  Support  Collections  Result ' 
in  Termination  of  AFDC  Fligaiility . 

0970-AA07 

1057 

Revisions  to  Audit  Regulations  as  a  Result  of  the  Child  Support  Provisions  of  the  Family  Support  Act  of  1 968 . 

0970-AA74 

1058 

Child  Support  Related  Changes  to  the  AFDC  Program . . . . . 

0970-AA96 

1059 

Foster  Care,  Adoption  Assistance,  and  Child  Welfare  Services . . . j 

0970-AA97 

1060 

Requirements  Applicable  to  Title  1V-F  ■Foster  Care  and  Tilie  tV-R  Chiiri  Welfare  Servires  ^ 

0970-AB07 

1061 

Title  IV-F  Administrative  Costs  . 

0970-AB10 

1062 

Amendments  to  Developmental  Disabilities  Rules . . . . . . . . 

0970-AB1 1 

Administration  for  Children  arni  Families — Final  Rule  Stage 


Se¬ 
quence 
Number  , 

Title 

Regulation 

Identifier 

Number 

1063 

Aid  to  Families  With  Oepertdent  Children  Program;  Implementation  of  the  Deficit  Reductioo  Act  of  *  984 _ _ 

0970-AA06 

1064  ' 

immediate  Wage  Withholding,  Review  and  Adjustm^  of  Child  Support  Orders,  and  Moffthty  Notice  of  Support 

0970-AA63 

1065 

Related  AFDC  Amendments  Urvler  the  Family  Support  Act  of  1988 . 

0970-AA69 

1066  ' 

Disregards  of  Irtcome  and  Resources . . . . . . . . . . . 

0970-AA70 

1067 

Fees  for  Use  of  the  Federal  Parent  Locator  Service  in  Non-AFDC  Cases . . . . . . 

0970-AA78 

1068 

Mandatory  Automated  Child  Support  Enforcement  Systems . . . . . . . 

0970-AA60 

1069 

Implementation  of  Quality  Control  Provisiorrs  Of  Ihe  Omnibus  Budget  Reconciliation  Act  of  *  969 . . . . . . 

<>970-AA82 

1070 

1071 

Prohibition  of  Federal  Funding  of  Guardian  ad  Utem  Fees . . . . . . 

Timeframes  for  Paying  Support  CoHechonslo  AFDC  Families . ^ . 

O970-AA86 

0970^87 
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Se- 

querKe 

Number 

Title 

Regulation 

Identifier 

Number 

1072 

Safeguarding  Information;  Federal  Income  Tan  Refund  Offset . 

0970-AA66 

1073 

At-Ri^  Child  Care . . ,  . 

0970-AA90 

1074 

Review  and  Adjustment  of  Child  Support  Orders . . .  .  i 

0970-AA91 

1075 

Child  Care  and  Development  Block  Grant . . . . . i 

0970-AA92 

1076 

1077 

Essential  Persons . J 

Require  Recoupment  of  Overpayments  from  Current  Recipients . .  _  .. 

0970-AA93 

1  0970-AA94 

1078 

Emergency  Community  Services  Homeless  Grant  Program . . . I 

0970- AA95 

1079 

Head  Start  Criteria  fnr  Selectirtn  of  New  Orantees  . . .  i 

0970-AA9e 

1080  1 

Head  Start  Staff  attd  Program  Options  Requirements .  .  . .  .  . ' 

0970-AA99 

1061 

Head  5>tArt  Appeals  Process .  .  . . 

0970-AB00 

1082 

Head  Start  Performartce  Standards  for  Services  to  Children  with  Disabilities . 

0970-AB01 

1083  1 

Head  Start  Recniitment,  Selection,  and  Fnrrrllment  ol  Chidmn . 

0970-AB02 

1084 

1085  < 

Head  Start  Grants  Administrtfion . . . . .  .  „  _ J 

Head  Start  Performartce  Starxlards  for  Infants,  Toddlers,  and  Pregnant  Women .  _  _ _ _ 

0970-AB03 

0970-AB04 

1066 

Adoption  arxl  Foster  Care  Information . . . .  .  . . . 

0970-AB0S 

1087 

Sotial  Services  Block  Grant  Information  OoMoction .  . ' 

0970-AB06 

1088 

Nonrecurrir^  Expenses  of  Adoption-Technical  Amendment . . 

0970-AB09 

Administration  for  Children  and  Families — Completed  Actions 


Se¬ 

quence 

Number 

Title 

Fiegulation 

Identifier 

Number 

1089 

Omnibus  Budget  Recorx:iliation  Act  of  1987 . .  . . . .  . . . . . . . . . 

0970-AA75 

1090 

Computer  Matching  And  Privacy  Protection  Act  Provisions . .  . . 

0970-AA81 

1091 

Fmergency  Assistance . . . ' .  ' 

0970-AAB4 

1092 

Runaway  and  Homeless  Youth  Program...  _  . . . . . . . . 

0970-AB0e 

DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Office  of  the  Secretary  (OS) 


737.  NONDISCRIMINATION 
REQUIREMENTS  (INCLUDING  ON  THE 
BASIS  OF  SEX  OR  RELIGION) 
APPLICABLE  TO  BLOCK  GRANTS 
AND  STANDARD 

NONDISCRIMINATION  PROCEDURES 
APPLICABLE  TO  CERTAIN  OTHER 
PROGRAMS 

Legal  Authority:  42  USC  9906:  42  USC 
300X-7;  42  USC  708;  42  USC  8625;  42 
USC  9821;  42  USC  9849:  42  USC  1397;  42 
USC  300W-7 

CFR  Citation:  45CFR94 
Legal  Deadline:  None 

Abstract:  To  implement  the 
nondiscrimination  requirements 
applicable  to  block  grants  authorized 
by  the  Omnibus  Budget  Reconciliation 
Act  of  1961.  P.L.  97-35. 


Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Second  NPRM 
Second  NPRM 
Comment 
Period  End 
Final  Action 
Final  Action 
Effective 


01/21/86  51  FR  2806 
03/24/86 

08/00/92 

09/00/92 


00/00/00 

00/00/00 


Small  Entities  Affected:  Businesses. 
Governmental  Jurisdictions. 
Organizations 

Government  Levels  Affected:  Local. 
State 

Agency  Contact  Marcella  Haynes, 
Director,  Policy  &  Special  Projects  Staff. 
Office  for  Civil  Righfs,  Department  of 


Health  and  Human  Services.  Office  of 
the  Secretary.  330  Independence  Ave.. 
SW..  Rm.  5034.  Washington.  DC  20201. 
202  619-0671 

RIN:  0991-AA02 


738.  PRINCIPLES  FOR  DETERMINING 
COSTS  AND  COST  ALLOCATION 
PROCEDURES  APPLICABLE  TO 
GRANTS,  CONTRACTS,  AND  OTHER 
AGREEMENTS  FOR  WORK 
PERFORMED  BY  HOSPITALS 

Legal  Authority:  5  USC  301 

CFR  Citation:  45  CFR  74.  app  E;  45 
CFR  78 

Legal  Deadline:  None 

Abstract  Hiis  action  will  revise  the 
Department's  current  cost  principles  for 
research  and  development  activities 
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under  grants  and  contracts  with 
hospitals  to  make  them  compatible  with 
cost  principles  issued  by  0MB  for  State 
and  local  units  of  government, 
educational  institutions  and  nonprofit 
organizations. 

Timetable; _ 

Action  Date  FR  Cite 


Next  Action  Undetermined 

Small  Entitles  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Local, 
State 

Additional  information:  The  current 
OMB  project  to  completely  rewrite  its 
Circular  A-87,  “Cost  Principles  for  State 
and  Local  Governments’*  includes 
proposed  revisions  of  the  interest 
allowability  provision.  OMB  is 
considering  the  possibility  of  adopting 
uniform  provisions  on  interest  in  each 
of  its  Circulars  on  Cost  Principles,  A-87, 
A-21  for  Educational  Institutions  and  A- 
122  for  Nonprofit  Organizations.  If  this 
occurs,  HHS  will  consider  adopting  the 
same  provisions  for  interest  costs 
incurred  by  hospitals  under  Federal 
research  and  training  awards. 

Agency  Contact  Edward  M.  Tracy, 
Director,  Division  of  Cost  Determination 
Management,  Department  of  Health  and 
Human  Services,  Office  of  the 
Secretary,  Room  1067  Cohen  Bldg,  200 
Independence  Ave.  SW.,  Washington, 
DC  20201,  202  401-2806 

RIN:  0991-AA12 


739.  EQUAL  OPPORTUNITY  IN 
EMPLOYMENT:  PUBUC 
BROADCASTING,  PUBLIC  RADIO  AND 
PUBLIC  TELECOMMUNICATIONS 
ENTITIES  RECEIVING  FEDERAL 
FUNDS  FROM  THE  CORPORATION 
FOR  PUBLIC  BROADCASTING 

Legal  Authority:  47  USC  398 
CFR  Citation:  45  CFR  87.1-40 
Legal  Deadline:  None 

Abstract  Implements  the  Equal 
Opportunity  in  Employment  Provisions 
of  the  Public  Telecommunications 
Financing  Act  of  1978,  Pub.  L  95-567,  47 
U.S.C.  398(b)(1).  This  provision  requires 
that  equal  opportunity  in  employment 
be  afforded  to  all  persons  and  that  no 
person  shall  be  subjected  to 
discrimination  in  employment  on  the 
grounds  of  race,  color,  religion,  national 


origin,  or  sex  by  the  Public 
Broadcasting  Service,  National  Public 
Radio,  and  public  telecommunications 
entities  receiving  Federal  funds  from 
the  Corporation  for  Public  Broadcasting. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

03/13/79 

44  FR  14582 

NPRM 

12/21/79 

44  FR  75676 

NPRM  Comment 

01/20/80 

Period  End 

Second  NPRM 

07/00/92 

Second  NPRM 

09/00/92 

Comment 

Period  End 

Final  Action 

00/00/00 

Final  Action 

00/00/00 

Effective 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Local, 
State 

Public  Compliance  Cost:  Yearly 
Recurring  Cost:  $6,000 

Additional  Information:  Because  of 
concerns  expressed  by  interested 
parties  and  time  elapsed  since  issuance 
of  the  ANPRM,  HHS/OS/OCR  will  be 
aimouncing  a  new  NPRM. 

Agency  Contact:  Marcella  Haynes, 
Director,  Policy  &  Special  Projects  Staff, 
Office  for  Civil  Rights,  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  330  Independence  Ave., 
SW.,  Room  5034,  Washington,  DC 
20201,  202  619-0671 

RIN:  0991-AA22 


740.  CIVIL  MONEY  PENALTIES  (CMPS) 
FOR  CERTAIN  HOSPITAL  PHYSICIAN 
INCENTIVE  PLANS 

Legal  Authority:  PL  99-509,  Sec  9313 

CFR  Citation:  42  CFR  1001;  42  CFR 
1003 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
prohibit  a  hospital  from  knowingly 
making  incentive  payments  to  a 
physician  as  an  inducement  to  reduce 
or  limit  services  provided  to  Medicare 
or  Medicaid  beneficiaries  who  are 
under  the  direct  care  of  that  physician. 
The  rule  would  also  set  forth  standards 
governing  the  imposition  of  CMPs  for 
each  such  individual  for  whom 
payments  are  made. 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

NPRM  Comment  11/00/92 
Period  End 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Additional  Information:  Regulations 
addressing  physician  incentive  plans  by 
risk-sharing  HMOs  and  competitive 
medical  plans,  and  incorporating  PL 
101-508,  sections  4204(g)  and  4731,  are 
being  addressed  in  separate  OIG 
rulemaking. 

Agency  Contact  Joel  )ay  Schaer, 
Regulations  Officer.  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  619-3270 

RIN:  0991-AA45 


741.  CIVIL  MONEY  PENALTIES  (CMPS) 
FOR  CERTAIN  PRACTICES  RELATING 
TO  MEDICARE  SUPPLEMENTAL 
POLICIES 

Legal  Authority:  PL  100-360,  Sec 
428(b);  PL  101-508,  Sec  4351;  PL  101-508, 
Sec  4353(a);  PL  101-508,  Sec  4354;  PL 
101-508,  Sec  4355(a);  PL  101-508,  Sec 
4357 

CFR  Citation:  42  CFR  1003 
Legal  Deadline:  None 

Abstract  This  proposed  rule  would 
authorize  the  imposition  of  CMPs 
against  individuals  or  entities  who 
knowingly  and  willfully  use  misleading 
and  fraudulent  practices  in  the 
advertisement,  solicitation,  offering  for 
sale,  or  delivery  of  Medicare 
supplemental  health  insurance 
(Medigap)  policies.  Penalties  would  also 
be  established  for  failure  to  meet 
Medigap  policy  loss-ratio  requirements, 
failure  to  comply  with  policy 
simplification  standards,  and  failure  to 
obtain  Secretarial  certification  of 
Medigap  policies  in  States  with  non- 
approved  regulatory  programs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

NPRM  Comment  12/00/92 
Period  End 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 
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Agency  Contact  Joel  Jay  Schaer. 
Regulations  Officer,  Department  of 
Health  and  Human  Serrices.  Office  of 
the  Secretary,  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW.,  Washington,  DC  20201. 
202  619-3270 

RIN:  0991-AA53 


742.  BLOCK  GRANT  PROGRAMS 

Legal  Authority:  PL  100-485:  PL  100- 
607;  PL  100-890 

CFR  Citation:  45CFRg6 
Legal  OeadHne:  None 

Abstract  Recent  legislation  modified 
technical,  administrative  and  reporting 
requirements  for  several  of  the 
Department's  block  grants.  This  notice 
would  propose  regulatory  changes  to 
reflect  these  statutory  changes  and  to 
clarify  certain  other  block  grant 
regulatory  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact  Glenn  Kamber, 
Department  of  Health  and  Human 
Services,  Office  of  the  Secretary,  200 
Independence  Avenue  SW., 
W'ashington,  DC  20201,  202  245-7316 

RIN:  0991-AA55 


743.  UNIFORM  ADMINISTRATIVE 
REQUIREMENTS  FOR  GRANTS  AND 
COOPERATIVE  AGREEMENTS 

Legal  Authority:  5  USC  301 
CFR  Citation:  45  CFR  74;  45  CFR  92 
Legal  Deadline:  None 

Abstract  OMB  is  in  the  process  of 
issuing  updated  fiscal  and 
administrative  guidance  on 
requirements  governing  grants 
(including  cooperative  agreements). 
Separate  guidance  will  provided  for 
grants  awarded  to  governments  and 
those  awarded  to  colleges  and 
universities  and  other  nonprofit 
organizations.  In  separating  grant  rules 
for  governments  from  those  of  other 
recipients.  OMB  recognizes  the  unique 
competence  of  States  to  administer 
grants  and  embraces  the  concept  of 
Federalism.  HHS  regulations  governing 
grants  to  these  entities  will  have  to  be 
updated  to  accommodate  these 


changes.  HHS  regulations  governing 
grants  to  governments  which  implement 
OMB  Circular  A-102  are  codified  in  45 
CFR  part  92.  Those  governing  grants  to 
colleges  and  universities  and  other 
nonprofit  organizations  which 
implement  OMB  Circular  A-110  are 
codified  in  45  CFR  part  74. 

Timetable: 

45  CFR  Part  74 

ANPRM  06/24/67  (52  FR  23729) 

ANPRM  Comment  Period  End  08/23/87 
NPRM  1 1  /04/88  (53  FR  4471 5) 

NPRM  Comment  Period  ErvJ  01  /03/89 
NPRM  09/00/92 

NPRM  Comment  Period  End  1 1  /00/92 
Final  Action  03/00/93 

45  CFR  Part  92 

ANPRM  06/24/87  (52  FR  23729) 

ANPRM  Comnnent  Period  End  08/23/87 
NPRM  11/04/88  (53  FR  44715) 

NPRM  Comment  Period  End  01/03/89 
NPRM  04/00/92 
Comment  Period  End  06/00/92 
Final  Action  12/00/92 

Small  Entities  Affected:  Businesses. 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Local. 
State,  Federal 

Agency  Contact  Beverly  Cordova. 
Director.  Division  of  Grants 
Management  and  Oversight, 
Department  of  Health  and  Human 
Services,  Office  of  the  Secretary,  Rm 
517D,  HHH  Bldg.,  200  Independence 
Avenue  SW.,  Washington,  DC  20201. 
202  245-0377 

RIN:  09gi-AA56 


744.  STANDARDIZATION  AND 
UNIFORM  APPLICATION  OF  CMP 
PROCEDURES 

Legal  Authority:  n.  99-509,  Sec  9320; 

PL  99-509,  Sec  9331;  PL  99-509,  Sec  9332: 
PL  99-509.  Sec  9338;  PL  100-203,  Sec 
4045;  PL  100-203,  Sec  4049;  PL  100-203, 
Sec  4051;  PL  100-203,  Sec  4062;  PL  100- 
203,  Sec  4064;  PL  100-203,  Sec  4085;  PL 
100-360,  Sec  202;  PL  101-508,  Sec  4109: 

PL  101-508,  Sec  4155;  PL  101-508,  Sec 
4163(b)(2);  PL  101-508,  Sec  4401(b) 

CFR  Citation:  42  CFR  1001;  42  CFR 
1002;  42  CFR  1003 

Legal  Deadline:  None 

Abatract  This  rulemaking  would 
standardize  the  procedures  for  imposing 
civil  money  penalties  and  related 
sanctions  authorized  by  statutes 
incoiporating  provisions  of  section 
1128A  of  the  Social  Security  Act.  In 


addition  to  standardizing  OlG's  existing 
CMP  procedures,  this  rule  would 
include  provision  for  CMPs  and  related 
exclusions  for  various  Medicare  Part  B 
violations  resulting  from  OBRA  ’86. 
OBRA  ’87.  OBRA  '90  and  PL  100-360. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Joel  Jay  Schaer, 
Regulations  Officer.  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW..  Washington,  DC  20201, 
202  619-3270 

RIN:  0991-AA57 


745.  CIVIL  MONEY  PENALTIES  FOR 
FAILURE  TO  IDENTIFY  MEDICARE 
SECONDARY  PAYER  SITUATIONS 

Legal  Authority:  PL  101-239,  Sec  6202 
CFR  Citation:  42  CFR  1003 
Legal  Deadline:  None 

Abstract  This  rule  would  set  forth  a 
civil  money  penalty  against  any 
employer  who  willfully  and  repeatedly 
failed  to  provide  a  timely  and  accurate 
response  regarding  inquiries  on  what 
period  an  employee,  or  the  employee’s 
spouse,  may  be  covered  under  a  health 
plan  and  the  nature  of  that  coverage. 

Timetable: 

Action  Date  FR  CHe 

NPRM  00/00/00 

SmaN  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Joel  Jay  Schaer, 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary.  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW.,  Washington.  DC  20201. 
202  619-3270 

RIN:  0ggi-AA64 


746.  CIVIL  MONEY  PENALTIES  FOR 
PHYSICIAN  OWNERSHIP  OF.  AND 
REFERRAL  TO  CERTAIN  HEALTH 
CARE  ENTITIES 

Significance:  Agency  Priority 
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Legal  Authority:  PL  101-239,  Sec  6204; 
PL  101-508,  Sec  4207(e);  PL  101-508,  Sec 
4207(m)(2) 

CFR  Citation:  42CFR1003 

Legal  Deadline:  Final,  Statutory, 
October  1, 1991. 

Abstract  This  rule  will  implement  new 
civil  money  penalty  authorities 
regarding  prohibited  physician 
ownership  and  referral  arrangements  as 
set  forth  in  Section  1877  of  the  Social 
Security  Act. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

NPRM  Comment  07/00/92 
Period  End 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Additional  Information:  This 
rulemaking  is  being  developed  in 
conjunction  with  RIN  0938-AF40. 

Agency  Contact  Joel  )ay  Schaer, 
Regulations  Officer,  Office  of  Inspector 
General,  OMP,  Department  of  Health 
and  Human  Services,  Office  of  the 
Secretary,  330  Independence  Avenue 
SW.,  Washington,  DC  20201,  202  619- 
3270 

RIN:  0991-AA65 


747.  ADDITIONAL  SAFE  HARBOR 
PROVISIONS  UNDER  THE  ANTI¬ 
KICKBACK  STATUTE 

Legal  Authority:  PL  100-93,  Sec  2;  PL 
100-93,  Sec  14 

CFR  Citation:  42  CFR  1001 
Legal  Deadline:  None 

Abstract  This  proposed  rule  would  set 
forth  additional  “safe  harbor’* 


provisions,  as  authorized  by  section  14 
of  PL  100-93.  The  proposed  rule  would 
further  delineate  business  and  payment 
practices  relating  to  the  Medicare  and 
State  health  care  programs  that  will  be 
immunized  from  either  criminal  or  civil 
prosecution  in  accordance  with  the 
Medicare/Medicaid  anti-kickback 
statute. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  09/00/92 

NPRM  Comment  11/00/92 
Period  End 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Joel  fay  Schaer, 
Regulations  Officer,  Office  of  Inspector 
General,  OMP,  Department  of  Health 
and  Human  Services,  Office  of  the 
Secretary,  330  Independence  Avenue 
SW.,  Washington,  DC  20201,  202  619- 
3270 

RIN:  0991-AA66 


748.  TITLE  VI  OF  THE  CRA  OF  1964, 
SUBPART  B-NATIONAL  ORIGIN 
DISCRIMINATION  IN  PROGRAMS 
RECEIVING  FED.  FINANCIAL 
ASSISTANCE  FROM  THE  DHHS 
AGAINST  PERSONS  OF  LIMITED 
ENGLISH  PROFICIENCY 

Legal  Authority:  42  USC  2000d-l 
CFR  Citation:  45  CFR  80 
Legal  Deadline:  None 

Abstract  Title  VI  of  the  Civil  Rights 
Act  of  1964  prohibits  discrimination 
based  on  race,  color,  or  national  origin 
in  programs  and  activities  that  receive 
Federal  financial  assistance.  This 
addition  as  Subpart  B  to  the 
Department’s  Title  VI  regulation  will 


address  a  serious  barrier  to  equal 
access  to  health  and  human  services- 
the  denial  of  services  and  other  unequal 
or  discriminatory  treatment  to  persons 
of  limited  English  Proficiency  (LEP). 
Persons  of  LEP  tend  to  be 
disproportionately  represented  in 
certain  national  origin  groups.  The 
inability  to  communicate  with  persons 
of  LEP  therefore  may  have  the  effect  of 
discriminating  against  certain  persons 
on  the  basis  of  national  origin.  This 
regulation  will  establish  standards  for 
compliance  by  recipients  and  provide 
guidance  to  OCR  Regional  Offices  in 
conducting  complaint  investigations  and 
compliance  reviews.  Compliance  with 
these  regulations  would  improve  access 
to  services  for  persons  regardless  of 
national  origin.  The  alternative  would 
be  to  do  nothing  about  the  identified 
problem,  which  would  be  detrimental  to 
LEP  persons. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

NPRM  Comment  07/00/92 
Period  End 

Final  Action  10/00/92 

Final  Action  12/00/92 

Effective 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Marcella  Haynes, 
Director,  Policy  and  Special  Projects 
Staff,  Department  of  Health  and  Human 
Services,  Office  of  the  Secretary,  330 
Independence  Avenue,  SW.,  Room  5034, 
Washington,  DC  20201,  202  619-0671 

RIN:  0991-AA72 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Final  Rule  Stage 

Office  of  the  Secretary  (OS) 


749.  AUDITS  OF 

NONGOVERNMENTAL  GRANTEES 
Significance:  Agency  Priority 
Legal  Authority:  5  USC  301 
CFR  Citation:  45  CFR  74.62 
Legal  Deadline:  None 

Abstract  This  action  will  implement 
0MB  Circular  A-133  which  was  issued 
on  March  8, 1990.  The  Circular  provides 


govemmentwide  standards  for  non- 
Federal  audits  of  colleges  and 
universities  and  other  nonprofit 
recipients  of  Federal  grants  and 
contracts  and  requires  such  audits  for 
fiscal  periods  beginning  on  or  after 
January  1, 1990.  Tlie  Circular  exempts 
hospitals  not  affiliated  with  institutions 
of  higher  education.  The  HHS 
implementation  of  the  Circular  will 
contain  a  definition  of  affiliation  on 


which  the  public  will  be  afforded  an 
opportunity  to  provide  comments.  The 
Circular  and  these  amendments  replace 
the  audit  requirements  currently 
contained  in  OMB  Circular  A-110. 

Timetable: _ 

Action  Date  FR  Cite  ' 

Interim  Final  03/01/91  56  FR  8712 
Rule 
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Action  Date  FR  Cite 

interim  Final  03/01/91 

Rule  Effective 

Comment  Period  04/30/91 
End 

Final  Action  09/00/92 

Small  Entities  Affected:  Organizations 

Government  Leveis  Affected:  Local, 
State 

Additionai  Information:  Only  a  small 
number  of  public  comments  on  the 
interim  final  rule's  definition  of 
affiliation  were  received.  However,  they 
contained  some  misunderstandings 
about  the  HHS  definition  and  its 
effects,  as  well  as  a  number  of 
suggestions  for  possible  changes 
thereto.  We  are  carefully  considering 
those  comments  and  expect  to  issue  a 
final  rule  responding  to 
misunderstandings  and  making  some 
minor  changes  to  the  definition. 

Agency  Contact  Edward  M.  Tracy, 

Director,  Division  of  Cost  Determination 
Management,  Department  of  Health  and 
Human  Services,  Office  of  the 
Secretary,  Room  1067  Cohen  Bldg.,  200 
Independence  Ave.  SW.,  Washington, 
DC  20201,  202  401-2806 

RIN:  0991-AA29 


750.  CIVIL  MONEY  PENALTIES  AND 
EXCLUSIONS  FOR  ASSISTANTS  AT 
CATARACT  SURGERY 

Legal  Authority:  PL  99-272,  Sec  9307; 

PL  99-514,  Sec  1895(b)(16) 

CFRatatlon:  42  CFR 1001: 42  CFR 
1003 

Legal  Deadline:  None 

Abstract  These  final  regulations 
provide  for  the  imposition  of  civil 
money  penalties  and  exclusions  against 
physicians  billing  the  Medicare  program 
or  program  beneficiaries  for  services  of 
an  assistant  at  surgery  for  cataract 
operations  where  prior  approval  has 
not  been  granted.  This  rule  specifically 
responds  to  various  comments  raised  as 
a  result  of  the  interim  final,  and  makes 
a  number  of  technical  corrections  to 
those  final  regulations. 

Timetable: _ 

Action  Date  FR  Cite 

Interim  Final  04/10/87  52  FR  11649 

Rule 

Final  Action  00/00/00 

Small  Entitlee  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact  Joel  Jay  Schaer, 

Regulations  Officer,  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  619-3270 

RIN:  0991-AA37 


751.  CIVIL  MONEY  PENALTIES  AND 
INTERMEDIATE  SANCTIONS  FOR 
HMOS  AND  COMPETITIVE  MEDICAL 
PLANS 

Legal  Authority:  PL  99-509,  Sec  9312; 

PL  99-509,  Sec  9434;  PL  100-203,  Sec 
4014;  PL  100-360,  Sec  224;  PL  100-360, 

Sec  411;  PL  101-239,  Sec  6411 

CFR  Citation:  42  CFR  1003;  42  CFR  417; 
42  CFR  431;  42  CFR  434 

Legal  Deadline:  None 

Abstract  This  final  rule  will  broaden 
the  Secretary's  authority  to  impose 
intermediate  sanctions  and  civil  money 
penalties  against  eligible  organizations 
that  substantially  fail  to  provide 
Medicare  or  Medicaid  enrollees  with 
required  medically  necessary  items  and 
services,  or  that  practice  certain 
marketing,  enrollment,  reporting  or 
claims  payment  abuses. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/22/91  56  FR  33403 

NPRM  Comment  09/20/91 
Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  Undetermined 
Government  Levels  Affected:  None 

Additional  Information:  Two  HMO 

provisions  resulting  from  PL  101-508, 
section  4204(g)  (Prohibiting  Certain 
Employer  Marketing  Activities)  and 
section  4731  (Regulation  of  Incentive 
Payments  to  Physicians)  will  be 
addressed  through  separate  OIG 
rulemaking. 

Agency  Contact  Joel  Jay  Schaer, 
Regulations  Officer.  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  Office  of  Inspector 
General,  OMP,  330  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  619-3270 

RIN:  0991-AA44 


752.  SAFE  HARBORS  FOR 
PROTECTING  HEALTH  PLANS 

Significance:  Agency  Priority 

Legal  Authority:  PL  100-93,  Sec  2;  PL 
100-93,  Sec  14 

CFR  Citation:  42  CFR  1001 
Legal  Deadline:  None 

Abstract  This  rule  will  establish 
additional  "safe  harbor"  provisions,  as 
authorized  by  section  14  of  PL  100-93. 
This  rule  will  protect  certain  health 
care  plans,  such  as  health  maintenance 
organizations,  that  offer  incentives  to 
enrollees  or  that  enter  into  negotiated 
price  reduction  agreements  with 
contract  health  care  providers. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/00/92 
Rule 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Joel  Jay  Schaer, 
Regulations  Officer,  Office  of  the 
Inspector  General,  OMP,  Department  of 
Health  and  Human  Services,  Office  of 
the  Secretary,  330  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  619-3270 

RIN:  0991-AA69 


753.  GOVERNMENTWIDE  GUIDANCE 
FOR  NEW  RESTRICTIONS  ON 
LOBBYING;  INTERIM  FINAL 
GUIDANCE 

Significance:  Regulatory  Program 
Legal  Authority:  31  USC 1352 
CFR  Citation:  45  CFR  93 
Legal  Deadline:  None 

Abstract  This  interim  final  rule  is  in 
response  to  section  319  of  P.L  101-121. 
Section  319  generally  prohibits 
recipients  of  Federal  contracts,  grants, 
and  loans  from  using  appropriated 
funds  for  lobbying  the  Executive  or 
Legislative  Branches  of  the  Federal 
Govenunent  in  connection  with  a 
specific  contract,  grant  or  loan.  Section 
319  also  requires  that  each  person  who 
requests  or  receives  a  Federal  contract 
grant  cooperative  agreement  loan  or  a 
Federal  commitment  to  insure  or 
guarantee  a  loan,  must  disclose 
lobbying  activities. 
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Timetable: _ 

Action  Date  FR  Cite 

Interim  Final  02/26/90  55  FR  6736 
Rule 

Next  Action  Undetermined 


Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State 

Agency  Contact  Beverly  Cordova, 
Director,  Division  of  Grants 
Management  and  Oversight, 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 
Office  of  the  Secretary  (OS) _ 


754.  AMENDMENTS  TO  OIG 
EXCLUSION  AND  CMP  AUTHORITIES 
RESULTING  FROM  PL  100-93 

Significance:  Agency  Priority 

CFR  Citation:  42  CTR 1001: 42  CFR 
1002;  42  CFR  1003;  42  CFR  1004 

Completed: 

Reason  Date  FR  Cite 

Final  Action  01/29/92  57  FR  3298 
Small  Entities  Affected:  None 

Government  Levels  Affected:  State, 
Federal 

Agency  Contact  Joel  Jay  Schaer,  202 
619-3270 

RIN:  0991-AA47 


755.  PRO  RURAL  PRACTITIONERS 
AMENDMENTS 

CFRCitstlon:  42  CFR  1004 


Completed: _ 

Reason  Date  FR  Cite 

Withdrawn  -  01/23/92 

consolidated 
with  RIN  0991- 
AA73 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  Federal 

Agency  Contact:  Joel  Jay  Schaer,  202 
619-3270 

RIN:  0g91-AA51 


756.  REVISIONS  TO  THE  PRO 
SANCTIONS  NOTIFtCATtON  PROCESS 

CFR  Citation:  42  CFR  1004 
Completed: 

Reason  Date  ra  Cite 

Withdrawn  -  01/23/92 

cortsolidated 
with  RIN  0991- 
AA73 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 
Departmental  Management  (HHSDM)  _  _ 


758.  IMPLEMENTATION  OF  THE 
EQUAL  ACCESS  TO  JUSTICE  ACT  IN 
AGENCY  PROCEEDINGS 

Legal  Authority:  5  USC  504(c)(i} 
CFRCitstlon:  45 CFR  13 
Legal  DeatWne:  None 

Abstract:  The  Equal  Access  to  Justice 
Act  requires  agencies  to  pay  attorney 
fees  to  parties  prevailing  against  the 
Government  in  certain  types  of 
administrative  proceedings.  It  requires 
each  agency  to  issue  rules  implementing 
the  Act  as  it  applies  to  these 
proceedings.  As  originally  enacted,  the 
Act  had  a  sunset  clause.  A  recent 


statutory  amendment  eliminated  the 
simset  provision  and  made  other 
changes  in  the  Act  The  instant 
regulation  woidd  amend  45  CFR  part  13 
(HHS’s  regulation  implementing  the 
Act)  to  eliminate  the  corresponding 
sunset  provision  and  to  make  other 
changes  conforming  with  the  statutory 
changes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/19/87  52  FR  23311 

NPRM  Comment  08/17/87 
Period  End 

Final  Action  06/01/92 


Department  of  Health  and  Human 
Services,  Office  of  the  Secretary,  Rm 
517D,  HHH  Bldg.,  200  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  245-0377 

RIN:  0991-AA70 


Completed  Actions 


Agency  Contact  Joel  Jay  Schaer,  202 
619-3270 

RIN:  0991-AA60 


757.  ADMINISTRATIVE 
IMPROVEMENTS,  REPORTING 
REQUIREMENTS  AND  OTHER 
TECHNICAL  CHANGES  FOR  STATE 
MEDICAID  FRAUD  CONTROL  UNITS 

CFR  Citation:  42  CFR  1002 

Completed; _ 

Reason  Date  FR  Cite 


Withdrawn  -  01/24/92 

provisions 
being 
addressed 
through  Admin. 

Policy 

Issuances 

Small  Entities  Affected:  None 

Government  Levels  Affected:  State 

Agency  Contact  Joel  Jay  Schaer,  202 

619-3270 

RIN:  0991-AA62 


Final  Rula  Stage 


Action  Date  FR  Cite 

Final  Action  06/01/92 
Effective 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Sandra  H.  Shapiro, 
Associate  General  Coimsel.  Business 
and  Administrative  Law  Division, 
Department  of  Health  and  Human 
Services,  Room  5362,  HHS  Cohen 
Building.  330  Independence  Avenue 
SW.,  Washington.  DC  20201,  202  619- 
0150 

RIN:  0990-AA02 
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759.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  PROGRAM; 
REVISED  MEDICAL  CRITERIA  FOR 
DETERMINATION  OF  DISABIUTY; 
MUSCULOSKELETAL  SYSTEM 

Significance:  Regulatory  Program 

Legal  Authority.  42  USC 1302;  42  USC 
405;  42  USC  1383 

CFR  Citation:  20  CFR  404.1S00fr, 
appendix  1 

Legal  Deadline:  None 

Abstract  Sections  1.00  and  101.00  of 
appendix  1  to  the  Disability  Regulations 
(404.1501  through  404.1599)  describe 
those  musculoskeletal  impairments 
which  are  considered  severe  enough  to 
prevent  a  person  from  doing  any  gainful 
activity  or,  in  the  case  of  a  child  under 
age  18,  age-appropriate  activities.  We 
are  proposing  comprehensive  revisions 
to  these  sections  to  ensure  that  the 
medical  evaluation  criteria  are  up  to 
date  and  consistent  with  the  latest 
advances  in  medicine.  The 
Supplemental  Security  Income  program 
incorporates  by  reference  and  uses  the 
same  medical  criteria  as  the  Old-Age, 
Survivors,  and  Disability  Insurance 
program. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  06/00/92 

Final  Action  06/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  966^)512 

RIN:  0960-AB01 

760.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  ADJUSTMENTS  IN  SSI 
BENEFITS  ON  ACCOUNT  OF 
RETROACTIVE  BENEFITS  UNDER 
TITLE  II 

Legal  Authority.  42  USC  405;  42  USC 
1320a-6;  42  USC  1302;  42  USC  1383;  PL 
98-369,  Sec  2615;  42  USC  1363b;  42  USC 
1327 

CFR  Citation:  20  CFR  404.408b;  20  CFR 
416.1123;  20  CFR  416.1402(m);  20  CFR 
416.1123a;  20  CFR  404.902 

Legai  Deadiine:  None 


Abstract  Sec.  2615  of  Pub.  L  98-369 
amended  sec.  1127  of  the  Social 
Security  Act  to  eliminate  windfalls  that 
permitted  some  people  who  were  paid 
Old-Age.  Survivors  and  Disability 
Insurance  (OASDI)  and  Supplemental 
Security  Income  (SSI)  benefits 
retroactively  to  receive  more  in  total 
benefits  for  the  same  period  than  if 
they  had  been  paid  the  benefits  when 
regularly  due.  The  two  main  changes 
are:  (1)  SSI  benefits  will  be  reduced 
where  retroactive  OASDI  benefits  have 
been  paid  before  the  SSI  benefits. 

Under  prior  law,  reductions  could  be 
made  only  in  retroactive  OASDI 
benefits  and  only  when  the  retroactive 
SSI  had  been  paid  first.  (2)  OASDI  or 
SSI  benefits  payable  upon 
reinstatement  following  a  period  of 
suspension  or  termination  will  be 
reduced  by  the  amount  of  SSI  benefits 
that  would  not  have  been  paid  if  the 
OASDI  benefits  had  been  paid  when 
regularly  due.  We  will  amend  our 
regulations  to  conform  to  the  statutory 
changes.  The  program  savings  to  SSA 
are  estimated  as  $5  million  a  year. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore, 
Maryland  21235,  410  965-8471 

RIN:  096O-AB38 

761.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  EVALUATION  GUIDES 
FOR  DETERMINING  SUBSTANTIAL 
GAINFUL  ACTIVITY  (SGA) 

Significance:  Agency  Priority 
Legal  Authority  PL  98-460,  Sec  10 
CFR  Citation:  20  CFR  404;  20  CFR  416 
Legal  Deadline:  None 

Abstract  These  proposed  changes  will 
clarify  how  the  Social  Security 
Administration  evaluates  a  person's 
work  activity. 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Cassandra  Bond, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1794 

RIN:  0960-AB73 

762.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  EXCLUSIONS 
FROM  INCOME  AND  RESOURCES  OF 
INDIAN  JUDGMENT  FUNDS  AND  PER 
CAPITA  DISTRIBUTIONS 

Legal  Authority  PL  97-458;  PL  98-64; 

PL  100-241 

CFR  Citation:  20  CFR  416K  Appendix; 
20  CFR  416.1234;  20  CFR  416.1236 

Legal  Deadline:  None 

Abstract  The  proposed  regulation 
reflects  the  provisions  of  the  following 
statutes:  (1)  Pub.  L  97-458,  enacted 
January  12. 1963,  which  provides  that 
Indian  judgment  funds  held  in  trust  or 
distributed  per  capita  pursuant  to  a 
plan  approved  by  Congress  or  the 
Secretary  of  the  Interior  are  excluded 
from  income  and  resources  under  the 
Supplemental  Security  Income  program; 
(2)  l^b.  L  98-64  98-64,  enacted  August 
2, 1983,  which  provides  for  the 
exclusion  of  all  funds  held  in  trust  by 
the  Secretary  of  the  Interior  for  an 
Indian  tribe  and  distributed  per  capita 
to  a  member  of  that  tribe;  and  (3)  ^b. 

L  100-241,  enacted  February  3. 1988, 
which  provides  for  the  exclusion  from 
income  and  resources  of  certain  items 
received  by  an  individual  Alaska  native 
or  descendent  of  an  Alaska  native  from 
a  native  corporation. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  06/00/92 

Small  Entitlea  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
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6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AB86 


763.  OLD-AGE.  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAM; 
NONPAYMENT  OF  BENEFITS  TO 
PRISONERS,  VOCATIONAL 
REHABIUTATtON  EXCEPTION 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  402(x}(l};  42 
use  405 

CFRCitaUon:  20CFR4040 
Legal  Deadline:  None 

Abstract:  Existing  regulations  at  20  CFR 
404.468(d)  provide  a  vocational 
rehabilitation  exception  to  the 
nonpayment  of  benefits  to  prisoners 
provision  described  at  20  CFR 
404.468(a).  Under  the  exception,  the 
nonpayment  provision  does  not  apply  if 
a  prisoner  who  is  entitled  to  benefits  on 
the  basis  of  disability  is  actively  and 
satisfactorily  participating  in  a 
rehabilitation  program  which  has  been 
specifically  approved  for  the  individual 
by  a  court  of  law.  In  addition,  the 
Secretary  must  determine  that  the 
program  is  expected  to  result  in  the 
individual  being  able  to  do  substantial 
gainful  activity  upon  release  and  within 
a  reasonable  time.  No  benefits  will  be 
paid  to  the  prisoner  for  any  month  prior 
to  the  approval  of  the  program.  The 
proposed  regulations  would  set  out 
more  definitive  criteria  for  applying  the 
exception  and  would  define  terms,  such 
as  “rehabilitation  program,”  “court  of 
law,”  and  “reasonable  time,”  for 
purposes  of  applying  the  exception. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AC16 


764.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  CONTINUATION 
OF  BENEFITS  AND  SPECIAL 
EUGIBIUTY  FOR  CERTAIN 
SEVERELY  IMPAIRED  RECIPIENTS 
WHO  WORK 

Significance:  Agency  Priority 

Legal  Authority:  PL  99-643,  Sec  2:  PL 
99-643,  Sec  4;  PL  101-508.  Sec  5032 

CFR  Citation:  20  CFR  416.260;  20  CFR 
416.261;  20  CFR  416.262;  20  CFR  416.265; 
20  CFR  416.268;  20  CFR  418.289:  20  CFR 
416.1112:  20  CFR  416.1402:  20  CFR 
416.263:  20  CFR  416.264:  20  CFR  416.266; 
20  CFR  416.207 

Legai  Deadline:  None 

Abstract  These  proposed  regulations 
will  implement  statutory  changes 
contained  in  sections  2  and  4  of  PL  99- 
643.  These  provisions;  (1)  make  section 
1619  of  the  Social  Security  Act 
permanent;  and  (2)  simplify  the 
transitions  among  regular  SSI  status, 
special  benefit  status,  and  special 
Supplemental  Security  Income  status 
for  Medicaid  purposes.  The  proposed 
regulations  also  will  involve  the 
statutory  change  contained  in  section 
5032  of  Pub.  L.  101-508  which  eliminates 
the  age-65  limit  for  eligibility  for  special 
Supplemental  Security  Income  status 
for  Medicaid  purposes. 

Timetable: 

Action  Date  FR  CKe 


NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Phyllis  Green,  Legal 
AssistanL  Department  of  Health  and 
Human  Services.  Social  Secimity 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MO 
21235,  410  966-9822 

RIN:  0960-AC22 


765.  OLD-AGE  SURVIVORS  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  DETERMINING 
DISABILITY  AND  BUNDNESS;  FEE 
LIMITATION  POLICY  FOR  PURCHASE 
OF  LABORATORY  TESTS 

Legal  Authority:  42  USC  1302;  42  USC 
1383b 

CFR  Citation:  20  CFR  404.1624;  20  CFR 
416.1024 

Legal  Deadline:  None 


Abstract  These  proposed  regulations 
would  place  a  limitation  on  the  rates  of 
payment  a  State  may  pay  for  laboratory 
tests  purchased  by  State  agencies. 

Under  these  proposed  regulations  a 
State  agency  would  be  required  to  limit 
the  amounts  it  pays  for  laboratory  tests 
to  the  maximum  payment  level 
contained  in  the  Health  Care  Financing 
Administration's  (HCFA)  National 
Limitation  Amounts  for  Laboratory  Fee 
Schedules.  Currently  the  only  payment 
requirement  is  that  the  rates  of  payment 
not  exceed  the  highest  rates  paid  by 
Federal  or  other  agencies  in  the  State 
for  the  same  or  similar  types  of 
services. 

Timetable: 

Action  Date  FR  CHe 

NPRM  00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact  William ).  Ziegler, 
Legal  Assistant,  Department  of  Health 
and  Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard.  Baltimore,  MD 
21235,  410  965-1759 

RIN:  096a-AC41 


766.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  CONTINUATION 
OF  FULL  BENEFIT  STANDARD  FOR 
CERTAIN  PERSONS 
INSTITUTIONALIZED 

Significance:  Agency  Priority 

Legal  Authority:  PL  100-203,  Sec  9115; 
PL  99-643,  Sec  3 

CFR  Citation:  20  CFR  416.211;  20  CFR 
416.414:  20  CFR  416.1149;  20  CFR 
418.1167;  20  CFR  416.1325;  20  CFR 
416.2040:  20  CFR  416.410;  20  CFR 
416.412:  20  CFR  416.640;  20  CFR  416.1147 

Legal  Deadline:  None 

Abstract  These  amendments  would 
require  continued  payment  for  up  to 
three  months  based  on  the  full  payment 
rate  to  certain  persons  eligible  for  SSI 
payments  under  sections  1619  or  1611  of 
the  Act  who  enter  certain  medical  or 
psychiatric  institutions.  Without  these 
provisions,  SSI  benefits  would  be 
reduced  or  suspended. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
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Government  Levels  Affected:  None 

Agency  Contact:  Lawrence  V.  Dudar. 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration.  Office  of  Regulations. 
6401  Security  Blvd.,  Baltimore.  MD 
21235.  410  965-1795 

RIN:  0960-AC55 


767.  OLD-AGE,  SURVIVORS  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  VOCATIONAL  FACTORS 
REGULATIONS  RESTRUCTURING 
AND  CLARIFICATION 

Legal  Authority:  42  USC  405;  42  USC 
421;  42  USC  423;  42  USC  1302;  42  USC 
1382c;  42  USC  1383 

CFR  Citation:  20  CFR  404.1520;  20  CFR 
404.1550  to  450.1567;  20  CFR  416.920;  20 
CFR  416.950  to  416.967 

Legal  Deadline:  None 

Abstract  Based  upon  adjudicative 
experience,  we  are  proposing 
clarifications  and  a  restructuring  of  the 
disability  vocational  evaluation 
regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  William  J.  Ziegler. 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Blvd.,  Baltimore.  MD 
21235,  410  965-1759 

RIN:  0960-AC61 


768.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  INTERIM  DISABILITY 
BENERTS 

Legal  Authority:  42  USC  423(h);  42 
USC  1383(a};  PL  100-647,  Sec  8001- 

CFR  Citation:  20  CFR  404;  20  CFR  416 

Legal  Deadline:  None 

Abstract  These  regulations  implement 
a  section  of  PL  100-647  that  authorizes 
interim  benefit  payments  whenever  an 
Administrative  Law  Judge  (ALJ)  decides 
that  a  claimant  is  entitled  to  benefits 
based  on  disability  or  blindness  and  the 
Secretary  has  not  issued  his  final 


decision  within  110  days  after  the  date 
of  the  ALJ’s  determination. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  LeveM  Affected:  None 

Agency  Contact:  Lawrence  V.  Dudar. 
Legal  Assistant.  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard.  Baltimore.  MD 
21235,  410  965-1795 

RIN:  0960-AC76 


769.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM; 
REDETERMINATIONS  OF 
SUPPLEMENTAL  SECURITY  INCOME 
ELIGIBILITY 

Legal  Authority:  42  USC  1302;  42  USC 
1381a;  42  USC  1382;  42  USC  1382(c);  42 
USC  1382h(a);  42  USC  1383 

CFR  Citation:  20  CFR  416.204 
Legal  Deadline:  None 

Abstract  We  propose  to  amend  our 
regulations  on  redeterminations  of 
Supplementary  Security  Income 
eligibility.  Our  current  rules  do  not 
include  in  the  redetennination  period 
the  month  of  eligibility,  the  month  of 
application,  or  the  month  of  the  last 
redetennination  or  eligibility  update. 
The  redeterminations  omit  Uiese 
months  and,  as  a  result,  we  do  not  have 
an  accounting  of  all  living 
arrangements,  income,  and  resources 
for  the  period  of  eligibility.  We  propose 
to  change  our  rules  to  include  in  the 
redetennination  period  all  months  hxjm 
the  first  day  of  the  month  of  eligibility, 
month  of  application,  or  month  of 
eligibility  update  for  the  Hrst 
redetennination  and  all  months  from 
the  first  day  of  the  month  of  the  last 
redetermination  for  subsequent 
redeterminations.  However,  for 
redeterminations  which  cannot  be 
reopened  within  the  rules  of 
administrative  finality,  we  propose  to 
limit  the  verification  of  retroactive 
information  on  factors  of  eligibility  to 
no  more  than  what  the  rules  of 
administrative  finality  allow. 


TlmetaMe: 

Action  Date  FR  Cite 


NPRM  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Duane  Heaton,  Legal 
Assistant.  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  419  965-8470 

RIN:  0960-AC77 


770.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  MEDICAL 
IMPROVEMENT  REVIEW  STANDARD 

(mirsmmiscellaneous  changes 

Legal  Authority:  42  USC  405;  42  USC 
421;  42  USC  423;  42  USC  1302;  42  USC 
1382c:  42  USC  1383 

CFR  Citation:  20  CFR  404.1579;  20  CFR 
404.1594;  20  CFR  404.1598;  20  CFR 
416.994 

Legal  Deadline:  None 

Abstract;  These  proposed  regulations 
will  make  no  policy  changes  but  are 
needed  to  make  a  number  of  technical 
corrections  to  our  existing  regulations 
pertaining  to  how  we  decide  whether 
disability  continues  or  ends. 

Timetable: 

Action  Date  FR  Cite 


NPRM  00/00/00 

SmaH  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0g60-AC81 


771.  OLD-AGE.  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  APPEALS  COUNCIL 
NOTICE  REQUIREMENTS 

Legal  Authority:  42  USC  401(g);  42 
USC  405(a);  42  USC  405(b):  42  USC 
405(d)  to  405(h);  42  USC  421(d):  42  USC 
1302;  42  USC  1383;  42  USC  1383b 
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CFR  Citation:  20  CFR  404.973;  20  CFR 
416.1473 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
amend  the  existing  regulations  to 
clarify  the  requirements  that  the 
Appeals  Council  (AC)  notify  the  parties 
of  its  reasons  for  reviewing  a  case  and 
the  issues  to  be  decided.  The  proposed 
regulations  clarify  the  AC's  procedures 
with  regard  to  providing  the  notice 
required  by  the  regulations  and  do  not 
represent  any  change  in  policy.  These 
regulations  are  intended  to  remove  any 
ambiguities  in  the  current  regulations 
concerning  the  circumstances  and  the 
manner  in  which  the  AC  provides 
notice  to  the  parties. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Phil  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services.  Social  Security 
Administration,  OfHce  of  Regulations, 
6401  Security  Boulevard,  Baltimore.  MD 
21235,  410  965-1769 

RIN:  0960-AC93 


772.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  WAIVER  OF  SSI 
RULE  FOR  DEEMING  TO  CHILDREN 
THE  INCOME  AND  RESOURCES  OF 
THEIR  PARENTS  FOR  CERTAIN 
DISABLED  CHILDREN 

Legal  Authority:  42  USC  I382c(f)(2) 

CFR  Citation:  20  CFR  416.415;  20  CFR 
416.1148;  20  CFR  416.1165;  20  CFR 
416.1202 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
reflect  the  provisions  of  section  8010  of 
Pub.  L.  101-239  which  waive  the  SSI 
income  and  resource  deeming  rules 
(which  deem  the  income  and  resources 
of  a  disabled  child’s  parents  to  the 
child  if  the  child  is  living  at  home)  for 
disabled  children  who  were  eligible  for 
SSI  benefits  while  in  a  medical 
institution  and  who  qualify  for 
Medicaid  under  a  State  home  care  plan 
authorized  under  title  XIX  when 
deeming  parental  income  and  resources 
would  make  the  disabled  child 
ineligible  for  SSI  benefits  or  eligible  for 
a  payment  of  less  than  the  personal 


needs  allowance.  This  was  effective 
June  1, 1990. 

Hmetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  Legal 
Assistant.  Department  of  Health  and 
Human  Services,  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0960-AC96 


773.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  EXCLUSION 
FROM  INCOME  OF  DOMESTIC 
COMMERCIAL  TRANSPORTATION 
TICKETS  RECEIVED  AS  GIFTS  IN 
DETERMINING  SSI  INCOME 

Legal  Authority:  42  USC  1382a(b)(15) 

CFR  Citation:  20  CFR  418.1124;  20  CFR 
416.1161 

Legal  Deadline:  None 

Abstract  Pursuant  to  42  USC 
1382a(b)(15),  gifts  of  certain  commercial 
transportation  tickets  are  excluded  from 
income  for  SSI  purposes,  if  they  are 
used  by  the  individual  (or  his  or  her 
spouse)  and  not  converted  to  cash. 
These  proposed  rules  will  reflect  the 
statutory  provision  which  is  effective  as 
of  March  1, 1990. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard.  Baltimore,  MD 
21235,  410  966-0512 

RIN:  096a-AC97 


774.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  REDUCTION  IN 
TIME  WHEN  INCOME  AND 
RESOURCES  OF  SEPARATED 
COUPLES  MUST  BE  TREATED  AS 
JOINTLY  AVAILABLE  FOR  PURPOSES 
OF  SSI  ELIGIBILITY  AND  BENEFITS 

Legal  Authority:  42  USC  I382c(b) 


CFR  Citation:  20  CFR  416.120(c) 

Legal  Deadline:  None 

Abstract:  This  proposed  regulation 
requires  that  a  married  couple  be 
treated  as  separate  individuals  for 
purposes  of  SSI  eligibility  and  benefft 
determination  beginning  with  the  month 
after  the  month  they  begin  living  apart. 
This  change  is  effective  October  1. 1990. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  OfHce  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0960-AC98 


775.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  TAKE  INTO  ACCOUNT 
MISINFORMATION  PROVIDED  TO 
APPLICANTS  IN  DETERMINING  DATE 
OF  APPLICATION 

Legal  Authority:  42  USC  402(j);  42  USC 
1383(e):  PL  101-239,  Sec  10302 

CFR  Citation:  20  CFR  404.610;  20  CFR 
404.63a,  20  CFR  416.34a  20  CFR  416.345 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
reflect  section  10302  of  C.L.  101-239 
which  provides  for  the  establishment  of 
a  deemed  filing  date  of  an  application 
for  Social  Security  or  Supplemental 
Security  Income  beneffts  in  any  case 
where  it  is  determined  to  the 
satisfaction  of  the  Secretary  that  an 
individual  failed  to  apply  for  these 
beneffts  because  of  misinformation 
provided  to  the  individual  by  an  officer 
or  employee  of  the  Social  Security 
Administration  about  the  individuals 
eligibility  for  the  beneffts. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Henry  Lemer,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
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Administration,  Office  of  Regulations, 
6401  Security  Boulevard.  Baltimore,  MD 
21235,  410  965-1762 

RIN:  0960-AD05 


776.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  AUGMENTED 
BENEFITS 

Legal  Authority:  42  USC  1382c;  42  USC 
1383 

CFR  Citation:  20  CFR  416.1121:  20  CFR 
416.1122 

Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
will  state  the  Supplemental  Security 
Income  program  policy  on  the  treatment 
of  benefits  from  other  programs  that 
have  been  augmented  to  provide  for 
dependents.  Our  current  regulations 
only  provide  policy  regarding  the 
treatment  of  the  primary  beneffciary's 
portion  of  an  augmented  Department  of 
Veterans  Affairs  benefit. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AD07 


777.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  FINANCIAL 
INSTITUTION  ACCOUNTS  IN  THE  SSI 
PROGRAM 

Legal  Authority:  42  USC  1383 
CFR  Citation:  20  CFR  416.1206,  (New) 

Legal  Deadline:  None 

Abstract:  Title  XVI  of  the  Act  and  SSI 
regulations  are  silent  on  the  issue  of 
how  funds  held  in  bank  accounts  are 
attributed  for  resource  purposes.  Recent 
decisions  by  Administrative  Law 
Judges,  the  Law  Judges,  the  Appeals 
Council,  and  the  courts  highlights  the 
need  for  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact:  Henry  Lemer,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1762 

RIN:  0960-AD10 


778.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  USE  OF 
STATE  LAWS  TO  DETERMINE  CHILD 
RELATIONSHIP  (286P) 

Legal  Authority:  42  USC  416;  42  USC 
1302 

CFR  Citation:  20  CFR  404.354 
Legtd  Deadline:  None 

Abstract:  Current  regulations  provide 
that  the  relationship  of  a  child  to  a 
deceased  worker  is  determined  by 
applying  the  laws  on  devolution  of 
intestate  personal  property  of  the  State 
in  which  the  worker  was  domiciled  at 
the  time  of  death.  The  proposed 
revision  will  take  into  account 
situations  where  the  State  law  in  effect 
at  the  time  of  death  was  declared 
unconstitutional  by  a  State  or  Federal 
Court  or  where  State  law  was  amended 
after  the  worker’s  death,  but  is  effective 
retroactively  to  the  worker’s  death. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services.  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8471 

RIN:  0960-AD16 


779.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  REPRESENTATIVE  PAYEE 
REFORMS  (295P) 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-508,  Sec  5105 
CFR  Citation:  Not  yet  determined 

Legal  Deadline:  None 

Abstract  These  regulations,  which 
reflect  certain  provisions  of  PL  101-508. 


modify  existing  representative  payee 
procedures  by  requiring  the  Social 
Security  Administration  (SSA)  to  do  a 
more  extensive  investigation  of 
representative  payee  applicants: 
generally  limit  to  1  month  the  deferral 
or  suspension  of  direct  payment  of 
benefits  pending  selection  of  a  payee: 
provide  stricter  standards  in 
determining  the  fitness  of 
representative  payee  applicants  to 
manage  benefit  pa3rments  on  behalf  of 
beneficiaries;  require  SSA  to  repay  to 
the  beneficiary  or  an  alternate  payee, 
an  amount  equal  to  any  misused  ^nds 
resulting  from  SSA’s  negligent  failure  to 
investigate  or  monitor  a  representative 
payee;  and  require  SSA  to  compile  and 
maintain  a  centralized  file  of  certain 
benehciary  and  payee  information. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/92 

Final  Action  06/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  I4ulip  Berge,  Legal 
Assistant.  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard.  Baltimore.  MD 
21235,  410  965-1769 

RIN:  0960-AD22 


780.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  FEES  FOR 
REPRESENTATION  OF  CLAIMANTS 
(296P) 

Legal  Authority:  PL  101-508,  Sec  5106 
CFR  Citation:  Not  yet  determined 
Legal  Deadline:  None 

Abstract:  We  propose  to  amend  the 
regulations  to  reflect  section  5106(a}  of 
Pub.  L.  101-508  which  modifies  manner 
in  which  past-due  benefits  are 
calculated  and  the  process  by  which 
SSA  provides  fees  charged  by  persons 
representing  claimants  before  the 
Agency. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


> 
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Agency  Contact  Philip  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  0960-AD23 

781.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BUND,  AND 
DISABLED;  APPUCABIUTY  OF 
ADMINISTRATIVE  RES  JUDICATA 
(297P) 

Legal  Authority:  PL  101-508.  Sec  5107 
CFR  Citation:  Not  yet  determined 
Legal  Deadline:  None 

Abstract  This  proposed  regulation 
reflects  section  5107  of  P.L  101-508 
which  provides  that  SSA  may  not  deny 
a  new  application  on  the  basis  that  the 
claimant  did  not  timely  appeal  an 
earlier  determination,  if  the  claimant 
relied  upon  incorrect,  incomplete  or 
misleading  information  provided  by 
SSA  in  deciding  not  to  appeal.  SSA 
must  describe  in  adverse  determination 
notices  the  effect  on  possible 
entitlement  of  choosing  to  reapply 
instead  of  appealing. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  0960-AD24 

782.  OLD-AGE,  SURVIVORS,  & 
DISABILITY  INSURANCE  & 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND  &  DISABLED; 
CONTINUATION  OF  BENEFITS  ON 
ACCOUNT  OF  PARTICIPATION  IN  A 
NON-STATE  VR  PROGRAM 

Legal  Authority:  PL  101-508,  Sec  5113 

CFR  Citation:  20  CFR  404.316;  20  CFR 
404.337;  20  CFR  404.352;  20  CFR 
404.9022;  20  CFR  404.1586;  20  CFR 
404.1596;  20  CFR  404.1597;  20  CFR 


416.1321;  20  CFR  416.1331;  20  CFR 
416.1338;  20  CFR  416.1402 

Legal  Deadline:  None 

Abstract  These  regulations  will  reflect 
section  5113  of  PL  101-508,  which 
amends  sections  225(b)  and  1631(a)(6] 
of  the  Act  to  extend  eligibility  for 
continuation  of  benefits  under  these 
sections  to  persons  who  are 
participating  in  a  non-State  VR 
program.  Prior  to  these  amendments, 
the  law  only  provided  for  continuation 
of  benefits  when  a  person  was 
participating  in  a  State  VR  program. 
These  regulatory  changes  will  bring  our 
regulations  in  conformity  with  the  law. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8471 

RIN:  0960-AD26 

783.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  WAIVER  OF 
2-YEAR  WAITING  PERIOD  FOR 
INDEPENDENT  ENTITLEMENT  TO 
DIVORCED  SPOUSES’  BENEFITS 
(307P) 

Legal  Authority:  42  USC  403(b)(2);  42 
use  403(d)(1)(B) 

CFR  Citation:  20  CFR  404.331;  20  CFR 
404.415;  20  CFR  404.416(a);  20  CFR 
404.417(b)(4) 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
reflect  section  5127  of  P.L.  101-508 
which  waives  the  provision  requiring  an 
individual  to  wait  2  years  after 
divorcing  the  worker  before  the 
individual  can  receive  divorced 
spouses'  benefits  that  are  not  subject  to 
deductions  because  of  the  worker’s 
earnings. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact:  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0g60-AD33 

784.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BLIND.  AND 
DISABLED;  TREATMENT  OF  CERTAIN 
ROYALTIES  AND  HONORARIA  (310F) 

Legal  Authority:  PL  101-508,  Sec 
5034(a)(1)(B);  42  USC  1382a(a)(l)(E) 

CFR  Citation:  20  CFR  416.1110;  20  CFR 
416.1111;  20  CFR  416.1121 

Legal  Deadline:  None 

Abstract:  These  regulations  amend  the 
Supplemental  Security  Income 
regulations  to  reflect  a  statutory  change 
in  the  treatment  of  royalties  in 
connection  with  any  publication  of  the 
works  of  an  individual  and  that  portion 
of  honoraria  received  for  services 
rendered,  from  unearned  income  to 
earned  income. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AD35 

785.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BLIND,  AND 
DISABLED;  EXCLUSION  FROM 
INCOME  AND  RESOURCES  OF 
VICTIMS’  COMPENSATION  PAYMENTS 
AND  STATE  RELOCATION 
ASSISTANCE  (31  IP) 

Legal  Authority:  PL  101-508,  Sec  5031 

CFR  Citation:  20  CFR  416.1124;  20  CFR 
416.1210 

Legal  Deadline:  None 

Abstract  These  regulations  will 
provide  for  the  exclusion  from  income 
and  from  resources  (for  nine  months)  in 
the  Supplemental  Security  Income 
Program  payments  received  by  a  person 
from  a  State  established  fund  to  aid 
victims  of  crime  and  payments  received 
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as  State  or  local  government  relocation 
assistance. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  RIN  0960-AD37 
has  been  merged  with  this  action. 

Agency  Contact  Harry  |.  Short,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1753 

RIN:  0960-AD36 


786.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED.  BLIND,  AND 
DISABLED;  REIMBURSEMENT  FOR  VR 
SERVICES  FURNISHED  DURING 
CERTAIN  MONTHS  OF  NON-PAYMENT 

Legal  Authority:  PL  101-508,  Sec  5037 

CFR  Citation:  20  CFR  416.1321;  20  CFR 
416.1331:  20  CFR  416.1338;  20  CFR 
416.1402 

Legal  Deadline:  None 

Abstract  These  regulations  reflect 
section  5037  of  PL  101-508,  which 
amends  section  1615  of  the  Act,  to 
provide  for  reimbursement  for  VR 
services  furnished  during  certain 
months  of  nonpayment  of  Supplemental 
Security  Income  benefits.  Prior  to  these 
amendments  there  was  no  provision  in 
the  law  for  such  reimbursement. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  09/00/92 

Snuill  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  William  |.  Ziegler, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1759 

RIN:  0960-AD39 


787.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BLIND,  AND 
DISABLED;  EXCLUSION  FROM 
INCOME  AND  RESOURCES  OF 
EARNED  INCOME  TAX  CREDITS 
(319P) 

Legal  Authority.  42  USC  1302;  42  USC 
1382:  42  USC  1382a:  42  USC  1382b:  42 
USC  1383 

CFR  Citation:  20  CFR  416.1110:  20  CFR 
416.1111:  20  CFR  416.1112:  20  CFR 
416.1210:  20  CFR  416.1235  (New) 

Legal  Deadline:  NPRM,  Statutory, 
January  1, 1991. 

Abstract  This  proposed  regulation, 
which  reflects  section  11115  of  PL  101- 
508,  (the  Omnibus  Budget 
Reconciliation  Act  of  1990)  increases 
earned  income  tax  credit  (EITC)  rates 
and  excludes  payments  related  to 
ETTCs  from  income  in  the  month  of 
receipt  and  from  resources  in  the  month 
of  receipt  and  in  the  month  following 
the  month  of  receipt,  under  the 
Supplemental  Security  Income,  Aid  to 
Families  With  Dependent  Children, 
Medicaid,  and  Food  Stamp  programs. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Henry  D.  Lemer, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1762 

RIN:  096&-AD41 


788.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BLIND,  AND 
DISABLED;  EXCLUSION  OF  ONE 
AUTOMOBILE  FROM  RESOURCES 
(321P) 

Legal  Authority:  42  USC  1302;  42  USC 
1302b;  42  USC  1383 

CFR  Citation:  20  CFR  416.1218 
Legal  Deadline:  None 

Abstract  These  proposed  regulations 
will  exclude  from  consideration  as  a 
resource  one  automobile  for  an 
individual  or  couple,  regardless  of  its 
value,  if  it  is  used  for  transportation. 


Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Henry  D.  Lemer, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1762 

RIN:  0960-AD42 


789.  ORGANIZATION  AND 
PROCEDURES;  REVIEW  BY  APPEALS 
COUNCIL 

Legal  Authority  42  USC  405;  42  USC 
1302:  42  USC  1383 

CFR  Citation:  20  CFR  404;  20  CFR  416; 
20  CFR  422 

Legal  Deadline:  None 

Abstract  We  propose  to  amend  our 
regulations  to  give  Appeals  ofHcers 
authority  to  deny  requests  for  review  of 
hearings  decisions.  I^esently,  this 
authority  rests  only  with  appeals 
council  members. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  Berge,  Legal 
Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration,  6401  Security 
Boulevard,  Baltimore,  Maryland  21235, 
410  965-1709 

RIN:  0960-AD45 


790.  OLD-AGE,  SURVIVORS  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME; 
LIMITATION  OF  TRAVEL  EXPENSES 
FOR  REPRESENTATION  OF 
CLAIMANTS  AT  ADMINISTRATIVE 
PROCEEDINGS 

Legal  Authority.  101-508,  Sec  5106 
CFR  Citation:  20  CFR  404;  20  CFR  416 
Legal  Deadline:  None 

Abstract  We  propose  to  amend  the 
regulations  concerning  payment  of 
certain  travel  expenses  to  implement 
the  provisions  of  section  5106(c)  of  Pub. 
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L.  101-508,  the  Omnibus  Budget 
Reconciliation  Act  of  1990  (OBRA), 
enacted  November  5. 1990.  Section 
5106(c)  amended  sections  210{}),  1631(h) 
and  1817(i)  of  the  Social  Security  Act  to 
provide  that  the  amount  available  for 
payment  under  these  sections  for  travel 
by  a  representative  to  attend  a 
proceeding  before  an  administrative 
law  judge  (ALJ)  or  other  adjudicator 
shall  not  exceed  the  maximum  amount 
allowable  for  travel  originating  within 
the  geographic  area  of  the  office  having 
jurisdiction  over  the  proceeding. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affecte±  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Philip  B^e,  Legal 
Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration.  6401  Security 
Boulevard,  Baltimore,  MD  21235,  410 
965-1769 

RIN:  Og60-AD46 


791.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED.  BLIND.  AND 
DISABLED;  TIME  LIMITS  FOR 
DISPOSITION  OF  RESOURCES 

Legal  Authority:  42  USC 1302 
CFR  Citation:  20  CFR  416.1242 
Legal  Deadline:  None 


Abstract  We  will  publish  a  proposed 
revision  to  20  CFR  416.1242(a)  to 
indicate  that  the  time  period  for 
disposal  of  property  begins  on  the  date 
SSA  accepts  the  individual's  signed 
written  agreement,  provided  that,  on  or 
before  that  date,  S^  has  determined 
that  the  individual  meets  the  eligibility 
requirements  in  20  CFR  416.202,  with 
the  exception  of  the  resource 
requirement.  The  proposed  rules  will 
further  state  that  if  SSA  receives  a 
signed  agreement  prior  to  the  date  it 
determines  that  all  nonresource 
requirements  are  met,  SSA's  acceptance 
of  the  written  agreement  will  not  occur 
(and  thus,  the  time  period  for  disposal 
of  property  will  not  begin)  until  SSA 
notifies  the  individual  that  all 
nonresource  requirements  are  met. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Hairy  Lemer,  Legal 
Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration,  6401  Security 
Boulevard,  Baltimore,  Maryland  21235, 
410  965-1762 

RIN:  096O-AD48 


792.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  REIMBURSEMENT  OF 
REASONABLE  AND  NECESSARY 
COSTS  FOR  VOCATIONAL 
REHABILITATION 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  421;  42  USC 
1302 

CFR  Citation:  20  CFR  404:  20  CFR  416 
Legal  Deadline:  None 

Abstract  These  proposed  rules  contain 
procedures  to  better  define  and  clarify 
the  position  of  the  Social  Security 
Administration  on  what  constitutes 
“reasonable  and  necessary”  costs  with 
respect  to  reimbursement  for  vocational 
rehabilitation  services. 

Timetable: 

Action  Date  FR  CKe 

NPRM  05/00/92 

Final  Action  05/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  (Title 
Continued)  Services. 

Agency  Contact:  Martin  Sussman, 
Legal  Assistant.  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration.  6401  Security 
Boulevard,  Baltimore,  MD  21235, 410 
965-1758 

RIN:  Og60-AD50 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Rnal  Rule  Stage 

Social  Security  Administration  (SSA) 


793.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  SUSPENSIONS, 
TERMINATIONS,  AND  ADVANCE 
NOTICE  OF  ADVERSE 
DETERMINATIONS 

Legal  Authority:  42  USC  1382;  42  USC 
1382a;  42  USC  1382b:  42  USC  1382c;  42 
USC  1382d;  42  USC  1383;  PL  99-643,  Sec 
3;  PL  99-643,  Sec  4;  W.  100-203,  Sec  9103; 
PL  100-203.  Sec  9112;  n,  100-203,  Sec 
9115:  PL  101-239,  Sec  8009 

CFR  Citation:  20  CFR  416B:  20  CFR 
416G;  20  CFR  416M 

Legal  Deadline;  None 

Abstract:  This  regulation  reorganizes, 
revises,  and  clarifies  the  rules  on 


withholding,  reducing,  suspending,  and 
terminating  an  SSI  beneficiary's  SSI 
benefits.  This  regulation's  purpose  is  to 
make  these  rules  easier  to  read  and 
understand.  These  rules  also  reflect  the 
following  statutory  enactments:  (1) 
section  3  of  Pub.  L.  99-643,  (2)  section  4 
of  Pub.  L  99-643,  (3)  section  9103  of 
Pub.  L  100-203,  (4)  section  9112  of  Pub. 
L.  100-203,  (5)  section  9115  of  Pub.  L 
100-203,  (6)  section  8009  of  Pub.  L  101- 
239,  (7)  section  5038  of  Pub.  L.  101-508, 
and  (8)  section  5105  of  Pub.  L  101-508. 


Timetable: 


Action 

Date 

FR  Cite 

Notice  of 

06/19/79 

44  FR  35241 

Decision  to 
Develop  Regs 
NPRM 

05/08/86 

51  FR  17057 

NPRM  Comment 

07/07/86 

Period  End 
Final  Action 

00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Lawrence  V.  Dudar, 
Legal  Assistant.  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
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6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1795 

RIN:  0960-AA22 


794.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAM; 
REVISED  MEDICAL  CRITERIA  FOR 
DETERMINATION  OF  DISABIUTY; 
CARDIOVASCULAR  SYSTEM 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC 1302;  42  USC 
1383;  42  USC  405 

CFRCitaUon:  20  CFR  404.1500fi, 
appendix  1 

Legal  Deadline:  None 

Abstract  Sections  4.00  and  104.00  of 
appendix  1  of  the  Disability  regulations 
(404.1501  through  404.1599)  describe 
cardiovascular  impairments  considered 
severe  enough  to  prevent  an  individual 
from  doing  any  gainful  activity  or,  in 
the  case  of  a  child  under  age  18,  age- 
appropriate  activities.  Because  of  the 
advances  in  medical  technologies  and 
practice  in  this  area  we  are  revising  the 
criteria  in  the  Listing  of  Impairments  to 
bring  these  sections  up  to  date.  The 
Supplemental  Security  Income  program 
incorporates  by  reference  and  uses  the 
same  medical  criteria  as  the  Old-Age, 
Survivors,  and  Disability  Insurance 
program. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/09/91  56  FR  31266 

NPRM  Comment  09/09/91 
Period  End 

Final  Action  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0960-AA99 


795.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAM; 
REVISED  MEDICAL  CRITERIA  FOR 
DETERMINATION  OF  DISABILITY; 
RESPIRATORY  SYSTEM 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1302;  42  USC 
1383;  42  USC  405 


CFR  Citation:  20  CFR  404.l500ff, 
appendix  1 

Legal  Deadline:  None 

Abstract  Sections  3.00  and  103.00  of 
appendix  1  to  the  Disability  Regulations 
(404.1501  through  404.1599)  describe 
those  respiratory  impairments  which 
are  considered  severe  enough  to 
prevent  a  person  from  engaging  in  any 
gainful  activity  or,  in  the  case  of  a  child 
under  age  18,  age-appropriate  activities. 
We  are  proposing  revisions  to  require 
consideration  of  the  nature  and  clinical 
manifestations  of  respiratory  disorders 
and  the  limitations  such  disorders 
impose  on  the  individual’s  ability  to 
function.  The  Supplemental  Security 
Income  program  incorporates  by 
reference  and  uses  the  same  medical 
criteria  as  the  Old-Age,  Survivors,  and 
Disability  Insurance  programs. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  10/18/91  56  FR  52231 

NPRM  Comment  12/17/91 
Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Cassandra  Bond, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-1794 

RIN:  0960-AB00 


796.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAM;  CONTINUED  PAYMENT  OF 
BENEFITS  TO  PERSONS  IN 
VOCATIONAL  REHABILITATION 
PROGRAMS 

Legal  Authority:  42  USC  405;  42  USC 
425;  42  USC  1302;  42  USC  1383 

CFR  Citation:  20  CFR  404.316;  20  CFR 
404.337;  20  CFR  404.352;  20  CFR  404.902; 
20  CFR  404.1586;  20  CFR  404.1596;  20 
CFR  404.1597;  20  CFR  416.1321;  20  CFR 
416.1338;  20  CFR  416.1331;  20  CFR 
416.1402 

Legai  Deadiine:  None 

Abstract  This  change  permits  the 
continued  payment  of  disability 
benefits  to  persons  who  medically 
recover  while  participating  in  a 
vocational  rehabilitation  (VR)  program. 


without  regard  to  whether  the  person 
was  expected  at  the  onset  of  the  VR 
program  to  medically  recover  before  the 
scheduled  completion  date  of  the 
program  and  without  regard  to  whether 
the  person  has  any  residual  functional 
limitation.  These  changes  bring  the 
regulations  into  conformity  with  certain 
court  decisions. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/14/86  51  FR  17616 

Rule 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-8417 

RIN:  0960-AB05 


797.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM  AND  MEDICAID 
ASSISTANCE;  WHAT  IS  NOT  INCOME 

Legal  Authority:  42  USC  1382a 

CFR  Citation:  20  CFR  416.1103(a);  42 
CFR  435.725(c);  42  CFR  435.726(c);  42 
CFR  435.733(c);  42  CFR  435.735(c);  42 
CFR  435.832(c);  42  CFR  436.832(c) 

Legal  Deadline:  None 

Abstract  The  rule  changes  SSI  policy 
to  consider  Department  of  Veterans 
Affairs  payments  resulting  from  unusual 
medical  expenses  not  to  be  income  for 
SSI  purposes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/24/88  53  FR  32252 

NPRM  Comment  10/24/88 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Duane  Heaton.  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AB09 
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798.  REVISION  OF  THE  USTING  OF 
IMPAIRMENTS;  PART  A  AND  PART  B 
OF  THE  ENDOCRINE  AND  MULTIPLE 
BODY  SYSTEMS;  IMMUNE  SYSTEM 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  405;  42  USC 
1302 

CFR  Citation:  20  CFR  404.1500ff. 
Appendix  1 

Legal  Deadline:  None 

Abstract:  These  rules  will,  for  the  first 
time,  add  HIV  infection  to  the 
regulatory  "Listing  of  Impairments.” 
These  rules,  which  have  separate 
proposed  listings  for  children  and 
adults,  provide  criteria  in  our 
regulations  for  evaluating 
manifestations  of  HIV  infection  and 
emphasize  the  special  considerations 
needed  to  evaluate  HIV  infection  in 
women  and  children. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/18/91  56  FR  65702 

NPRM  Coofwnent  02/18/92 
Period  End 

Final  Action  02/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Martin  Sussman, 
Legal  Assistant.  Department  of  Health 
and  Human  Services,  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  695-1758 

RIN:  0960-AC06 


799.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  PAYMENT  OF 
BENEFITS  DUE  DECEASED 
RECIPIENTS 

Legal  Authority:  42  USC  l383[b)(l)(A) 

CFR  Citation:  20  CFR  416.340:  20  CFR 
416.345:  20  CFR  416.538;  20  CFR  416.542; 
20  CFR  416.543;  20  CFR  416.1457(c)(4) 

Legal  Deadline:  None 

Abstract:  Section  8  of  Pub.  L.  99-643 
provides  that  effective  for  benefits 
payable  for  months  after  May  1986,  an 
underpayment  shall  be  paid  to  any 
surviving  spouse  of  a  deceased  SSI 
recipient  whether  or  not  the  spouse  was 
eligible  for  SSI,  if  such  spouse  was 
living  in  the  same  household  with  the 
recipient  at  the  time  of  death,  or  within 
the  6  months  immediately  preceding  the 
month  of  death,  or  to  the  parent(s)  of  a 


deceased  disabled  or  blind  child  who 
was  an  SSI  recipient  if  the  child  was 
living  with  the  parent(s)  at  the  time  of 
death  or  within  the  6  months 
immediately  preceding  the  month  of 
death.  These  proposed  regulations 
would  also  reflect  a  policy  change  that 
would  continue  the  appeals  process 
(versus  automatic  dismissal),  at  the 
Administrative  Law  Judge  or  Appeals 
Council  level,  for  the  survivors’ 
entitlement  to  an  underpayment  if  they 
meet  certain  conditions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/10/90  55  FR  37249 

NPRM  Comment  11/09/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Lawrence  V.  Dudar, 
Legal  Assistant,  Department  of  Health 
and  Human  Serv'ices,  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore.  MD 
21235,  410  965-1795 

RIN:  096O-AC28 


800.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  PARENT-TO- 
CHILD  DEEMING 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1302;  42  USC 
1382(a):  42  USC  1382c(f) 

CFR  Citation:  20  CFR  416.1165 
Legal  Deadline:  None 

Abstract  Under  the  current  SSI  rules, 
three  different  formulas  are  used  to 
calculate  the  amount  of  income  deemed 
to  an  eligible  child  from  his  or  her 
ineligible  parent(s)  when  they  are  living 
together.  The  formulas  produce 
different  results  depending  on  the  type 
of  income  (earned  versus  unearned) 
and  the  number  of  children  in  the 
household.  This  sometimes  creates 
anomalies.  The  rule  would  resolve  the 
anomalies  by  providing  that  one 
formula  be  used  regardless  of  the  type 
of  parental  income.  The  formula  to  be 
used  is  the  formula  now  used  when  the 
parent(s)  has  both  earned  and  unearned 
income. 


Timetable; 

Action  Date  FR  Cite 

NPRM  07/08/91  56  FR  30884 

NPRM  Comment  09/06/91 
Period  End 

Final  Action  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Irving  Darrow,  Legal 

Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration.  OfHce  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0960-AC38 


801.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  CANCELLED 
CONSULTATIVE  EXAMINATIONS 

Legal  Authority:  42  USC  405;  42  USC 
1302;  42  USC  1383 

CFR  Citation:  20  CFR  404.1624;  20  CFR 
416.1024 

Legal  Deadline:  None 

Abstract  We  are  considering  the 
development  of  a  final  rule  to  provide 
that  we  will  no  longer  pay  for 
consultative  examinations  when 
services  are  not  rendered  because  the 
scheduled  appointment  was  broken  or 
otherwise  not  kept.  Presently,  the  States 
decide  whether  to  pay  for  these 
canceled  examinations  and  such 
payments  have  already  been  abolished 
in  22  States.  The  total  elimination  of 
these  payments  will  establish  a  uniform 
national  policy. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/07/88  53  FR  39487 

NPRM  Comment  12/06/88 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected;  State 

Agency  Contact  William  ).  Ziegler, 
Legal  Assistant.  Department  of  Health 
and  Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1759 

RIN:  0960-AC40 
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802.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  PROCEEDS  OF  A 
LOAN,  PAYMENT  OF  PRO  RATA 
SHARE  OF  HOUSEHOLD  OPERATING 
EXPENSES 

Significance:  Agency  Priority 
Legai  Authority:  42  USC  1302 

CFR  Citation:  20  CFR  416.1103;  20  CFR 
416.1133 

Legai  Deadiine:  None 

Abstract  It  is  our  policy  that  money 
borrowed  (a  loan)  is  not  income  for  SSI 
purposes  and  therefore  has  no  effect  on 
a  person’s  SSI  benefits.  These  proposed 
regulations  will  state  that  only  cash 
transactions  may  be  considered  loans. 
These  proposed  regulations  will  also 
provide  that  the  one-third  reduction  rule 
which  applies  when  a  person  who  lives 
in  another’s  household  and  receives  in- 
kind  support  and  maintenance  will  not 
apply  if  the  SSI  recipient  pays  his  or 
her  pro  rata  share  in  cash  and  no  later 
than  the  month  under  consideration.  No 
additional  costs  or  savings  are 
anticipated. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  08/20/90  55  FR  33922 

NPRM  Comment  10/19/90 
I  Period  End 

Final  Action  00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 

21235,  410  965-8470 

I 

I  RIN:  096&-AC42 


803.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAM; 
EXTENSION  OF  SOCIAL  SECURITY 
COVERAGE  TO  CERTAIN  WORKERS; 
MEDICARE  ONLY  COVERAGE  OF 
CERTAIN  STATE  AND  LOCAL 
GOVERNMENT  EMPLOYEES 

Legal  Authority:  PL  100-203,  Sec  9001; 
PL  100-203,  Sec  9002;  PL  100-203,  Sec 
9003;  PL  100-203,  Sec  9004;  PL  100-203, 
Sec  9005;  PL  100-203,  Sec  9022;  PL  99- 
272,  Sec  13205;  PL  99-514,  Sec  1895;  PL 
100-647,  Sec  8017 

CFR  Citation:  20  CFR  404.429(c)(3);  20 
CFR  404.1015;  20  CFR  404.1018b;  20  CFR 
404.1019;  20  CFR  404.1020;  20  CFR 


404.1021;  20  CFR  404.1055;  20  CFR 
404.1059;  20  CFR  404.1097 

Legal  Deadline:  None 

Abstract:  These  regulations  would 
reflect  statutory  changes  that  extend 
Social  Security  coverage  to  work 
situations  not  previously  covered. 

These  newly  covered  work  situations 
include:  (1)  Inactive  duty  training  in  the 
uniformed  services:  (2)  Certain 
agricultural  labor  situations;  and  (3) 
Work  for  a  spouse  or  parent 
Additionally,  the  year  for  reporting 
corporate  directors’  income  has  been 
changed,  and  Medicare  coverage  is 
provided  to  many  previously  uncovered 
State  and  local  government  employees. 
Also,  these  regulations  would  reflect  a 
provision  of  PL  100-647  which  further 
revised  our  coverage  provisions  relating 
to  agricultural  wages. 

'Timetable: 

Action  Date  FR  Cite 

NPRM  09/12/90  55  FR  37488 

NPRM  Comment  11/13/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact:  Lawrence  V.  Dudar, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-1795 

RIN:  096a-AC45 


804.  OLD-AGE,  SURVIVORS.  AND 
DISABILITY  INSURANCE  PROGRAM; 
APPLICABILITY  OF  GOVERNMENT 
PENSION  TO  CERTAIN  FEDERAL 
EMPLOYEES 

Legal  Authority:  42  USC  402(b);  42 
USC  402(c);  42  USC  402(e);  42  USC 
402(f);  42  USC  402(g):  PL  100-203,  Sec 
9007;  PL  100-647,  Sec  8014 

CFR  Citation:  20  CFR  404.408a 
Legal  Deadline:  None 

Abstract  This  Hnal  rule  would  reflect 
provisions  of  the  Omnibus  Budget 
Reconciliation  Act  of  1987  (PL  100-203, 
sec  9007)  on  the  Government  pension 
offset  and  provisions  of  the  Technical 
and  Miscellaneous  Revenue  Act  of  1988 
(PL  100-647),  which  also  contained  new 
rules  on  the  government  pension  offset. 


'Timetable: 

Action  Date  FR  Cite 

NPRM  12/12/89  54  FR  51036 

NPRM  Comment  02/12/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  965-8471 

RIN:  0g6O-AC46 


805.  OLD-AGE,  SURVIVORS  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURI'TY  INCOME 
PROGRAMS;  DETERMINA'HOK  OF 
DISABILITY  -  DETERMINING  STA'TE 
AGENCY  SUBSTANTIAL  FAILURE 

Significance:  Regulatory  Program 

Legai  Authority:  42  USC  421;  42  USC 
1302 

CFR  Citation:  20  CFR  404.1641;  20  CFR 
404.1670;  20  CFR  404.1680;  20  CFR 
404.1682;  20  CFR  404.1683;  20  CFR 
416.1041;  20  CFR  416.1070;  20  CFR 
416.1080;  20  CFR  416.1082;  20  CFR 
416.1083 

Legal  Deadline:  None 

Abstract  The  proposed  rules  contain 
procedures  for  determining  when  a 
State  agency  has  substantially  failed  to 
make  disability  determinations  in 
accordance  with  applicable  Federal 
law.  If  it  is  determined  that  a  State 
agency  has  substantially  failed  to  make 
disability  determinations  in  a  manner 
consistent  with  Federal  regulations  or 
other  written  guidelines,  the  Social 
Security  Administration,  in  accordance 
with  section  221  of  the  Social  Security 
Act  (42  USC  421),  must  assume  the 
responsibility  for  making  the  disability 
determinations.  'The  costs  or  savings 
likely  to  result  from  implementation  of 
these  regulations  are  not  predictable. 

'Timetable: 

Action  Date  FR  Cite 


NPRM  03/14/91  56  FR  11025 

NPRM  Comment  05/13/91 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 
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Agency  Contact  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Blvd.,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  0960-AC60 


806.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM:  RESOURCES 
AND  EXCLUSIONS;  DEFINITION  OF 
RESOURCES 

Legal  Authority:  42  USC  1302;  42  USC 
1383 

CFR  Citation:  20  CFR  416.1201 
Legal  Deadline:  None 

Abstract  This  regulation  would 
exclude  from  the  definition  of 
resources,  in  the  Supplemental  Security 
Income  program,  for  one  calendar 
month  following  the  month  of  receipt, 
certain  cash  payments  made  to  an 
ineligible  spouse  or  parent  for  providing 
medical  or  social  services  to  the  eligible 
individual.  Current  rules  exclude  such 
amounts  paid  to  the  eligible  individual 
for  one  calendar  month  following  the 
month  of  receipt.  This  regulation  would 
broaden  the  exclusion  to  include  similar 
payments  made  to  certain  other 
individuals  whose  income  and 
resources  are  deemed  available  to  the 
SSI  recipient. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  02/26/91  56  FR  7821 

NPRM  Comment  04/29/91 
Period  End 

Final  Action  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-0512 

RIN:  096(>-AC66 


807.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  PROGRAM; 
SUSPENSION  OF  BENEFITS  OF 
DEPORTED  NAZIS;  EXEMPTION  FROM 
SOCIAL  SECURITY  TAXATION 
BECAUSE  OF  RELIGIOUS  BELIEFS 

Legal  Authority:  PL  100-647,  Sec  8004; 
PL  100-647,  Sec  8007;  42  USC  402{n)(3); 
42  USC  402(v);  PL  101-239 


CFR  Citation:  20  CFR  404.464;  20  CFR 
404.1012;  20  CFR  404.1039,  (New) 

Legal  Deadline:  None 

Abstract  This  regulation  reflects  the 
provisions  of  two  sections  in  PL  100- 
647.  The  first  provision  requires  the 
Social  Security  Administration  to  deny 
or  terminate  benefits  if  the  beneficiary 
is  deported  (or  ordered  deported] 
because  of  certain  actions  performed 
while  associated  with  the  Nazi 
government  of  Germany  or  one  of  its 
allies.  The  second  provision  extends  the 
current  law  treatment  of  self-employed 
workers  who  may  claim  an  exemption 
from  Social  Security  coverage  if  they 
are  members  of  a  religious  faith  that  is 
opposed  to  participation  in  Social 
Security  programs  to  their  employees  in 
cases  where  both  the  employee  and  the 
employer  are  members  of  a  qualifying 
religious  faith. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/28/91  56  FR  24043 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Lawrence  V.  Dudar, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1795 

RIN:  0960-AC68 


808.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  PROGRAM; 
MEDICAL  CRITERIA  FOR 
EVALUATING  MENTAL  DISORDERS 
FOR  ADULTS 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  405;  42  USC 
1382c 


mental  disorders.  (The  present  medical 
criteria  used  to  evaluate  disability 
claims  based  on  mental  disorders  was 
extended  through  August  27, 1992,  by  a 
final  regulation  published  on  August  16, 
1991.) 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/18/91  56  FR  33130 

NPRM  Comment  09/18/91 
Period  End 

Final  Action  08/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Harry  Short,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-6243 

RIN:  0960-AC74 


809.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  AUGMENTED 
BENEFITS 

Legal  Authority:  42  USC  1382a 
CFR  Citation:  20  CFR  416.1123 
Legal  Deadline:  None 

Abstract  These  proposed  regulations 
describe  the  treatment  of  the 
dependent’s  portion  of  an  augmented 
Department  of  Veterans  Affairs  benefit 
as  income  to  the  dependent  by  the  SSI 
program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/18/90  55  FR  20612 

NPRM  Comment  07/17/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


CFR  Citation:  20  CFR  404.1500ff, 
Appendix 

Legal  Deadline:  None 

Abstract:  These  proposed  amendments 
revise  the  medical  evaluation  criteria 
for  mental  disorders  for  the  Social 
Security  and  Supplemental  Security 
Income  disability  programs.  The 
proposed  revisions  will  reflect 
advances  in  medical  treatment  and  in 
methods  of  evaluating  certain  mental 
impairments  and  will  provide  up-to- 
date  medical  criteria  for  use  in  the 
evaluation  of  disability  claims  based  on 


Agency  Contact:  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AC82 
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810.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  REPRESENTATION  OF 
CLAIMANTS  FOR  BENEFITS  UNDER 
TITLE  II  OR  TITLE  XVI 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-239,  Sec  10307 

CFR  Citation:  20  CFR  404.1705;  20  CFR 
416.1505 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
will  provide  that  information  regarding 
the  options  for  obtaining  an  attorney 
and  the  availability  of  legal  services 
organizations  will  be  included  with  the 
notice  sent  to  claimants  who  receive  an 
adverse  determination. 

Timetable:  _ _ 

Action  Date  FR  Cite 

NPRM  10/28/91  56  FR  55475 

NPRM  Comment  12/27/91 
Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Phil  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  096a-AC87 


811.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS;  STANDARDS 
APPLICABLE  IN  DETERMINATIONS 
OF  GOOD  CAUSE,  FAULT,  AND  GOOD 
FAITH 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-239,  Sec  10305 
CFR  Citation:  20  CFR  404;  20  CFR  416 
Legal  Deadline:  None 

Abstract  This  proposed  rule  will 
implement  a  section  of  P.L  101-239  that 
requires  that  we  take  into  account  a 
claimant's  physical,  mental,  educational 
or  language  limitations,  including  any 
lack  of  facility  with  the  English 
language  when  we  make  certain 
determinations  involving  the  claimant’s 
good  cause,  fault  or  good  faith  in  taking 
or  not  taking  certain  actions. 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/30/91  56  FR  55848 

NPRM  Comment  12/30/91 
Period  EfKl 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Phil  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  0g6O-AC88 


812.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAM; 
AUTHORITY  TO  AMEND  WAGE 
RECORDS  AFTER  EXPIRATION  OF 
TIME  LIMITATION 

Significance:  Regulatory  Program 

Legal  Authority:  PL  101-239,  Sec  10304; 
42  use  405;  42  USC  1302 

CFR  Citation:  20  CFR  404 
Legal  Deadline:  None 

Abstract  These  proposed  regulations 
reflect  the  Social  Security  Act,  as 
amended  by  the  Omnibus  Budget 
Reconciliation  Act  of  1989,  which 
permits  correction  of  an  earnings  record 
after  the  3-year,  3-month,  15-day  statute 
of  limitations  to  credit  wages  if  an 
employer  reported  an  amount  of  wages 
for  an  employee  that  is  less  than  the 
correct  amount. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/09/91  56  FR  21455 

NPRM  Comment  07/08/91 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8471 

RIN:  0960-AC91 


813.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  TECHNICAL 
CHANGES  TO  SUBPARTS  K  AND  L 

Legal  Authority:  PL  93-66,  Sec  211;  PL 
98-369,  Sec  2639;  PL  101-239,  Sec  10405; 
PL  100-707,  Sec  1096;  PL  100-527;  PL  97- 
35;  PL  100-50,  Sec  14(27);  PL  101-41,  Sec 
6(6};  PL  100-383,  Sec  105(f);  PL  100-383, 
Sec  2066 

CFR  Citation:  20  CFR  416.1103;  20  CFR 
416.1124;  20  CFR  416.1142;  20  CFR 
416.1150;  20  CFR  416.1170;  20  CFR  416, 
subpart  K,  app;  20  CFR  416.1236;  20  CFR 
416.1237 

Legai  Deadline:  None 

Abstract:  These  regulations  make 
technical  changes  to  the  Supplemental 
Security  Income  regulations  that  include 
a  statutory  change  to  a  title  of  a  public 
law,  a  statutory  repeal  of  certain  time 
limits,  adding  a  statutory  change 
redesignating  the  Veterans 
Administration  as  the  Department  of 
Veterans  Affairs,  adding  a  reference 
heading,  updating  the  appendix  to 
Subpart  K,  and  updating  lists  of 
statutory  exclusions  from  resources. 
These  technical  changes  update  the 
regulations  and  improve  referencing. 

Timetable: 

Action  Date  FR  Ctte 


Final  Action  05/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Duane  Heaton,  Legal 
Assistant.  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AC94 


814.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  ELIGIBILITY  FOR 
SSI  BENEFITS  OF  CHILDREN  OF 
ARMED  FORCES  PERSONNEL 
RESIDING  OVERSEAS 

Legal  Authority:  42  USC  1382c;  42  USC 
1383 

CFR  Citation:  20  CFR  416.202;  20  CFR 
416.215  (New) 

Legal  Deadline:  Other,  Statutory,  April 
1, 1990. 

Statutory  Effective  Date 

Abstract  These  regulations  extend 
eligibility  for  SSI  benefits  to  blind  or 
disabled  children  who  are  United 
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States  (U.S.)  citizens  and  who  reside 
with  a  parent  who  is  a  member  of  the 
U.S.  Anned  Forces  assigned  to 
permanent  duty  ashore  outside  the  U.S., 
the  District  of  Columbia,  Puerto  Rico, 
and  certain  territories  and  possessions 
of  the  U.S.,  and  who,  during  the  month 
prior  to  the  parent’s  assignment  abroad, 
were  eligible  for  SSI  benefits  based  on 
disability  or  blindness.  This  provision 
will  apply  to  benefits  after  March  1990. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  11/18/91  56  FR  58198 

NPRM  Comment  01/17/92 
Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Henry  Lemer,  Legal 
Assistant,  Department  of  Health  and 
Human  Services.  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1762 

RIN:  0960-AC95 

815.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAMS; 
INCLUSION  OF  CERTAIN  DEFERRED 
COMPENSATION  IN  DETERMINATION 
OF  WAGE-BASED  ADJUSTMENTS 

Legal  Authority:  42  USC  405(a];  42 
use  412:  42  USC  413:  42  USC  414:  42 
USC  416:  42  USC  417:  42  USC  423:  42 
USC  1302 

CFR  Citation:  20  CFR  404.143:  20  CFR 
404.211:  20  CFR  404.272:  20  CFR  404.1048 

Legal  Deadline:  None 

Abstract  This  final  regulation  requires 
that  an  estimate  of  deferred 
compensation  for  determining  the 
taxable  earnings  base  be  included  in 
average  wages  for  1988  and  1989,  so 
that  the  1990  taxable  earnings  base 
would  reflect  the  inclusion  of  deferred 
compensation  in  average  total  wages. 
Actual  deferred  compensation  amounts 
would  be  used  beginning  with  the  year 
1990  wages.  With  respect  to  benefit 
computations  and  other  program 
amounts,  actual  deferred  compensation 
amounts  would  be  included  beginning 
with  1990  wages,  and  would  be 
reflected  in  benefit  computations  and 
other  program  amounts  beginning  in 
1993. 


Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Phyllis  Green,  Legal 
Assistant,  Department  of  Health  and 
Human  Services.  Social  Security 
Administration,  OfHce  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-9822 

RIN:  0960-AD04 

816.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  PROGRAMS; 
EARNINGS  AND  BENEFIT 
STATEMENTS 

Legal  Authority:  PL  101-239,  Sec  10308: 
PL  101-508,  Sec  5111 

CFR  Citation:  20  CFR  404:  20  CFR  422 
Legal  Deadline:  None 

Abstract  This  proposed  regulation 
implements  the  requirement  that  HHS, 
beginning  not  later  than  October  1, 

1990,  provide  individuals  aged  25  or 
older,  who  have  a  Social  Security 
number  and  have  wages  or  net  self- 
employment  income,  with  a  Social 
Security  account  statement  upon 
request  of  the  individual.  Public  Law 
101-239,  section  10308  also  provides  that 
by  September  30. 1995,  statements 
would  be  automatically  provided  to  all 
such  individuals  who  attain  age  60  (but 
are  not  yet  receiving  benefits]  before 
October  1.  of  the  previous  year  and  for 
whom  HHS  can  determine  a  current 
address.  Starting  in  October  1999, 
statements  would  be  automatically 
provided  on  an  annual  basis  to  those 
under  age  60  as  well.  (Retirement 
benefit  estimates  would  not  be  required 
in  the  case  of  persons  under  age  50 
although  a  general  description  of 
benefits  available  upon  retirement 
would  be  required.)  Regulations 
implementing  these  latter  two 
provisions  are  to  be  issued  at  a  later 
date. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/06/91  56  FR  63893 

NPRM  Comment  02/04/92 
Period  End 

Final  Action  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact:  Jack  Schanberger, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore.  MD 
21235,  410  965-8471 

RIN:  0960-AD06 

817.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  UPDATING 
NOMENCLATURE  (264F) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  405:  42  USC 
1302:  43  USC  1383 

CFR  Citation:  20  CFR  404:  20  CFR  410: 
20  CFR  416:  20  CFR  422 

Legal  Deadline:  None 

Abstract:  This  regulation  amends 
current  regulations  to  replace  outdated 
nomenclature  and  terminology,  to 
eliminate  little  used  rules  and 
provisions  which  are  no  longer  in  effect, 
and  to  correct  technical  errors  such  as 
misspellings  and  incorrect  cross- 
references. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  10/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Cassandra  Bond, 

Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore.  MD 
21235,  410  965-1794 

RIN:  0960-ADll 

818.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  REOPENING 
DETERMINATIONS  AND  DECISIONS 
(279F) 

Legal  Authority:  42  USC  405;  42  USC 
1302;  42  USC  1383 

CFR  Citation:  20  CFR  404.987;  20  CFR 
416.1487 

Legal  Deadline:  None 

Abstract  These  proposed  rules  revise 
our  current  regulations  to  clarify  the 
longstanding  policy  of  the  Social 
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Security  Administration  that  the 
Agency  on  its  own  initiative,  as  well  as 
at  the  request  of  any  person  claiming  a 
right  under  the  Social  Security  or 
supplemental  security  income  programs, 
may  reopen  and  revise  a  final 
administrative  determination  or 
decision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/28/91  56  FR  55477 

NPRM  Comment  12/27/91 
Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Henry  Lemer,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1762 

RIN:  0960-AD12 


819.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  BENEFITS; 
COVERAGE  OF  EMPLOYEES  OF 
STATE  AND  LOCAL  GOVERNMENTS 
(280F) 

Legal  Authority:  42  USC  1302 
CFR  Citation:  20  CFR  404.1200 
Legal  Deadline:  None 

Abstract  These  regulations  will  update 
certain  0MB  control  numbers 
associated  with  information  collection 
requirements.  These  numbers  were 
previously  published  on  August  29, 

1988. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  08/00/92 
Small  Entities  Affected:  None 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Phyllis  Green,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-9822 

RIN:  0960-AD13 


820.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  COST  OF 
LIVING  AND  OTHER 
DETERMINATIONS  (285F) 

Legal  Authority:  42  USC  1302;  42  USC 
1383 

CFR  Citation:  Not  yet  determined 
Legal  Deadline:  None 

Abstract:  These  regulations  update 
various  appendices,  tables  and  lists 
that  provide  quarter  of  coverage 
amounts,  average  of  total  wages 
benefits  formulas,  and  other  amounts 
relating  to  computation  of  benefits.  All 
of  this  information  has  been  published 
at  various  times  in  the  Federal  Register, 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Phyllis  Green,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  966-9822 

RIN:  0960-AD15 


821.  EXTENDING  OLD-AGE, 
SURVIVORS,  AND  DISABILITY 
INSURANCE  COVERAGE  TO  CERTAIN 
STATE  AND  LOCAL  GOVERNMENT 
EMPLOYEES  (291 F) 

Legal  Authority:  42  USC  4l0a;  PL  101- 
508,  Sec  11332 

CFR  Citation:  20  CFR  404.1004;  20  CFR 
404.1020;  20  CFR  404.1073;  20  CFR 
404.1200;  20  CFR  404.1201;  20  CFR 
404.1202 

Legal  Deadline:  None 

Abstract:  These  regulations  reflect 
section  11332  of  PL  101-508  which 
extends  mandatory  Old-Age,  Survivors, 
and  Disability  Insurance  Coverage  to 
certain  State  and  local  government 
employees  who  are  not  participating  in 
a  public  employee  retirement  system. 

Timetable: _ 

Action  Date  FR  Cite 

Final  Action  05/00/92 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  State 


Agency  Contact:  Duane  Heaton,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-8470 

RIN:  0960-AD18 


822.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  REPEAL  OF 
THE  SPECIAL  DISABILITY  STANDARD 
FOR  WIDOWS  AND  WIDOWERS  (293P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  402;  42  USC 
405;  42  USC  416;  42  USC  423;  42  USC 
428;  42  USC  1032;  42  USC  421;  42  USC 
422;  PL  96-265,  Sec  404(a);  PL  98-460, 

Sec  2;  PL  98-460,  Sec  5;  PL  98-460,  Sec  6; 
PL  98-460,  Sec  15;  PL  101-508,  Sec  5103 

CFR  Citation:  20  CFR  404.335;  20  CFR 
404.336;  20  CFR  404.1501(i);  20  CFR 
404.1505;  20  CFR  404.1511;  20  CFR 
404.1560(a);  20  CFR  404.1577;  20  CFR 
404.1578;  20  CFR  404.1579;  20  CFR 
404.1594 

Legal  Deadline:  None 

Abstract  These  regulations  reflect  Sec. 
5103  of  PL  101-508,  which  repealed  the 
special  disability  standard  for 
widow(er)s,  and  replaced  it  with  the 
standard  used  for  disabled  workers. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Cassandra  Bond, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-5178 

RIN:  0960-AD20 


823.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  LIMITATION 
ON  NEW  ENTITLEMENT  TO  SPECIAL 
AGE-72  PAYMENTS  (300F) 

Legal  Authority:  PL  101-508,  Sec  5114 
CFR  Citation:  20  CFR  404.381(a) 

Legal  Deadline:  None 

Abstract:  This  final  regulation  will 
preclude  new  entitlement  to  "Prouty 
benefits”  for  persons  who  reached  age 
72  after  1971  who  otherwise  would  have 
been  entitled  to  these  benefits.  No 
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alternatives  considered.  Cost  estimate- 
decrease  in  benefits  payments  of  less 
than  $500,000  a  year  for  1991  and  1992. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Cassandra  Bond 
Legal  Assistant  Department  of  Health 
and  Human  Services.  Social  Security 
Administration.  Office  of  Regulations, 
6401  Security  Boulevard.  Baltimore,  MD 
21235,  410  965-1794 

RIN:  0960-AD27 


824.  OLD-AGE.  SURVIVORS.  AND 
DISABILITY  INSURANCE; 
CONSOUDATION  OF  OLD  METHODS 
OF  COMPUTING  PRIMARY 
INSURANCE  AMOUNTS  (302F) 

Legal  Authority:  PL'lOl-508,  Sec  5117 
CFR  Citation:  Not  yet  determined 
Legal  Deadline:  None 

Abstract  These  regulations  will 
eliminate  and  consolidate  old 
computation  methods.  They  will  show 
how  to  compute  benefits  of  all  newly 
entitled  beneficiaries  who,  under 
present  law,  would  have  their  benefits 
computed  under  one  of  the  old 
computations. 

Timetable: 

Action  Date  FR  Cite 

Final  Acton  04/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  0960-AD29 


825.  OLD-AGE.  SURVIVORS,  AND 
DISABILITY  INSURANCE; 

SUSPENSION  OF  AUXILIARY 
BENEHTS  WHEN  A  DISABLED 
WORKER  IS  IN  AN  EXTENDED 
PERIOD  OF  EUGIBIUTY  (303F) 

Legal  Authority:  PL  101-508,  Sec  5116 

CFRatation:  20  CFR  404.332;  20  CFR 
404.337;  20  CFR  404.346;  20  CFR  404.352; 
20  CFR  404.467;  20  CFR  404.1592a 


Legal  Deadline:  None 

Abstract:  These  regulations  reflect 
section  5118  of  PL  101-506,  which 
amends  section  223  of  the  Social 
Security  Act  to  provide  that  the 
benefits  of  dependents  of  a  disability 
insurance  beneficiary  who  has 
completed  a  9  month  trial  work  period 
and  is  in  an  extended  period  of 
eligibility,  will  not  be  paid  during  this 
period,  if  the  disabled  worker’s  benefits 
are  not  payable. 

Timetable: 

Action  Date  FR  Cite 

Final  Acton  10/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Lawrence  V.  Dudar, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard,  Baltimore.  MD 
21235,  410  965-1795 

RIN:  0960-AD30 


826.  OLD-AGE,  SURVIVORS.  AND 
DISABILITY  INSURANCE;  CONTINUED 
ENTITLEMENT  TO  BENEFITS  OF 
DEEMED  SPOUSE  DESPITE 
ENTITLEMENT  OF  LEGAL  SPOUSE 
(304P) 

Legal  Authority:  PL  101-508,  Sec  5119 

CFRCttatioa*  20  CFR  404.331;  20  CFR 
404.332:  20  CFR  404.338;  20  CFR  404.337; 
20  CFR  404.340:  20  CFR  404.341:  20  CFR 
404.346 

Legal  Deadline:  None 

Abstract  These  regulations  reflect 
section  5119  of  PL  101-508,  which 
amends  section  216  and  203  of  the 
Social  Security  Act  to  provide  for  Uie 
pajrment  of  benefits  to  both  a  legal 
spouse  and  a  deemed  spouse,  or  to  both 
a  legal  widow  and  a  deemed  widow. 
That  is,  the  existence  of  a  legal  spouse 
would  no  longer  prevent  a  deemed 
spouse  hrom  receiving  beneHts  on  a 
worker’s  record  or  terminate  the 
benefits  of  a  deemed  spouse  who  was 
already  receiving  benefits  on  the 
worker’s  record. 

Timetable: 

Action  Date  FR  Cite 

Final  Acton  10/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact  Lawrence  V.  Dudar, 
Legal  Assistant  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations. 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1759 

RIN:  0960-AD31 


827.  OLD-AGE,  SURVIVORS.  AND 
DISABILITY  INSURANCE;  REDUCTION 
IN  EARNINGS  NEEDED  FOR  A  YEAR 
OF  COVERAGE  TOWARD  THE 
SPECIAL  MINIMUM  BENEFIT  (306F) 

Legal  Authority:  42  USC 
415(a)(l)(C)(ii) 

CFR  Citation:  20  CFR  404 
Legal  Deadline:  None 

Abstract  Section  5122  of  P.L.  101-508 
reduces  the  amount  of  earnings  needed 
to  earn  a  year  of  coverage  toward  the 
special  minimum  benefit  from  25 
percent  of  the  old-law  contribution  and 
benefit  base  to  15  percent  of  the  base. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 
SmaH  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Henry  D.  Lemer, 
Legal  Assistant,  Department  of  Health 
and  Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore.  MD 
21235,  410  965-1782 

RIN:  0960-AD32 


828.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BUND.  AND 
DISABLED;  EXTENSION  OF  THE 
PERIOD  OF  PRESUMPTIVE 
EUGIBIUTY  FOR  BENEFITS 

Legal  Authority:  PL  101-508,  Sec  5038 

CFR  Citation:  20  CFR  416.931;  20  CFR 
416.932 

Legal  Deadline:  None 

Abstract  Tliese  regulations  will  extend 
from  3  to  6  months  the  period  for  which 
beneHts  may  be  paid  on  the  basis  of 
presumptive  disability  or  blindness 
pending  a  formal  determination. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  06/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
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Agency  Contact  Harry  J.  Short,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  Office  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1754 

RIN:  0960-AD40 

829.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
FOR  THE  AGED,  BLIND,  AND 
DISABLED;  FEES  FOR 
REPRESENTATIVE  PAYEE  SERVICES 
(322P) 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-508,  Sec  5105 

CFR  Citation:  20  CFR  404.903;  20  CFR 
404.2040a  (New);  20  CFR  416.640a 
(New);  20  CFR  416.1403 

Legal  Deadline:  None 

Abstract  These  regulations,  which 
reflect  a  provision  of  PL  101-508,  allow 
certain  non-profit  social  service 
agencies  to  charge  beneHciaries  a  fee 
for  providing  representative  payee 
services. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/00/92 
Rule 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  Berge,  Legal 
Assistant,  Department  of  Health  and 
Human  Services,  Social  Security 
Administration,  OfHce  of  Regulations, 
6401  Security  Boulevard,  Baltimore,  MD 
21235,  410  965-1769 

RIN:  0960-AD43 

830.  OLD-AGE  SURVIVORS  AND 
DISABILITY  INSURANCE;  EXTENSION 
OF  EXPIRATION  DATE  FOR 
RESPIRATORY  SYSTEM  LISTING 

Legal  Authority:  42  USC 1302;  42  USC 
1303;  42  USC  405 

CFR  Citation:  20  CFR  404.1500ff. 
appendix  1 

Legal  Deadline:  None 

Abstract  The  respiratory  system  listing 
in  3.00  of  part  A  of  the  Listing  of 


Impairments  in  Appendix  1  of  Subpart 
P  of  Part  404  will  expire  on  December  6, 
1992.  These  amendments  extend  the 
expiration  date  of  the  respiratory  listing 
to  December  6, 1993.  They  make  no 
revisions  in  the  medical  criteria  in  the 
respiratory  listing.  The  criteria  remain 
the  same  as  they  now  appear  in  the 
Federal  Register. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/18/91  56  FR  60059 

NPRM  Comment  12/17/91 
Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Cassandra  Bond, 

Legal  Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration,  6401  Security 
Boulevard,  Baltimore,  Maryland  21235, 
410  965-1754 

RIN:  096O-AD44 

831.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  AGED,  BLIND  AND 
DISABLED;  TECHNICAL  CHANGES 

Legal  Authority:  PL  101-625,  Sec  802; 

PL  101-503,  Sec  8(b);  PL  101-426,  Sec 
6(h) 

CFR  Citation:  20  CFR  416.1100;  20  CFR 
416.1201;  20  CFR  416.1236 

Legal  Deadline:  None 

Abstract:  We  are  amending  the 
Supplemental  Security  Income 
regulations  to  make  technical  changes 
to  update  the  regulations  and  restore 
text  omitted  from  the  CFR.  The  changes 
update  the  exclusions  from  income  in 
statutes  other  than  the  Social  Security 
Act,  update  our  lists  of  such  statutory 
exclusions  from  resources  contained  in 
Subpart  L,  and  restore  text 
inadvertently  omitted  fi'om  the  CFR. 

Timetable: _ 

Action  Date  FR  Cite 

Final  Action  05/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact  Duane  Heaton,  Legal 
Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration,  6401  Security 
Boulevard,  Baltimore,  Maryland  21235, 
410  965-8470 

RIN:  0960-AD47 

832.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BLIND,  AND 
DISABLED;  PRESUMPTIVE 
DISABIUTY  AND  PRESUMPTIVE 
BLINDNESS 

Significance:  Regulatory  Program 
Legal  Authority:  42  USC  1302 
CFR  Citation:  20  CFR  416 
Legal  Deadline:  None 

Abstract  This  rule  will  incorporate  into 
the  regulations  expanded  procedures  to 
make  findings  of  presumptive  disability 
for  people  who  allege  infection  with  the 
human  immunodeficiency  virus  (HIV). 
The  present  regulations  permit  ^cial 
Security  field  offices  to  make  findings 
of  presumptive  disability  for  HIV 
infection  only  upon  confirmation  by  a 
licensed  physician  that  an  individual 
had  a  diagnosis  of  acquired 
immunodeficiency  syndrome  (AIDS). 
These  revisions  will  affect  (continued) 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/18/91  56  FR  65714 

NPRM  Comment  02/18/92 
Period  End 

Final  Action  02/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  (Abstract 
continued)  individuals  with  HIV 
infection  whose  disease  manifestations 
are  of  listing-level  severity. 

Agency  Contact  Harry  |.  Short,  Legal 
Assistant,  Office  of  Regulations, 
Department  of  Health  and  Human 
Services,  Social  Security 
Administration,  6401  Security 
Boulevard,  Baltimore,  MD  21235,  410 
965-1753 

RIN:  0960-AD51 
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DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Completed  Actions 

Social  Security  Administration  (SSA) _ 


833.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE  AND 
SUPPLEMENTAL  SECURITY  INCOME 
PROGRAMS:  EVALUATION  OF 
SYMPTOMS.  INCLUDING  PAIN 

Significance:  Regulatory  Program 

CFR  Citation:  20  CFR  404P;  20  CFR 
4161 

Completed: 

Reason  Date  FR  Cite 


Final  Action  11/14/91  56  FR  57928 

Small  Entitiee  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Martin  Sussman,  410 
965-1758 

RIN:  0960-AB41 


634.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  PERMANENT 
RESIDENCE  IN  THE  UNITED  STATES 
UNDER  COLOR  OF  LAW  • 
ADDITIONAL  CATEGORY 

Significance:  /Agency  Priority 

CFR  Citation:  20  CFR  416.1618;  20  CFR 
416.1615 

Completed: _ 

Reason  Date  FR  Cite 


Final  Acton  10/24/91  56  FR  55073 
SmaU  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  410 
966-0512 

RIN:  0960-AC26 


835.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE  PROGRAM; 
REVISION  OF  CONTRIBUTIONS  FOR 
SUPPORT  RULES 

CFRatatlon:  20  CFR  404.366(a) 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  03/24/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Irving  Darrow,  410 
966-0512 

RIN:  0960-AC57 


836.  DISCLOSURE  OF  OFFICIAL 
RECORDS  AND  INFORMATION; 
BLOOD  DONOR  LOCATOR  SERVICE 

Significance:  Regulatory  Program 


CFR  Citation:  20  CFR  401.205;  20  CFR 
401.600 

Completed: _ 

Reason  Date  FR  Cite 

Final  Acton  12/24/91  56  FR  66561 
Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  State 


Completed: _ 

Reason  Date  FR  Cite 

Final  Action  01/14/92  57  FR  1382 
SmaH  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Lawrence  V.  Dudar, 
410  965-1795 


Agency  Contact  Jack  Schanberger,  410 
965-8471 

RIN:  0960-AC7g 


837.  SUPPLEMENTAL  SECURITY 
INCOME  PROGRAM;  EXCLUSION  OF 
ACCRUED  INCOME  WITH  RESPECT 
TO  PURCHASE  OF  CERTAIN  BURIAL 
SPACES  FOR  PURPOSES  OF  SSI 
ELIGIBILITY 

Significance:  Agency  Priority 

CFR  Citation:  20  CFR  416.1124;  20  CFR 
416.1231 

Completed: _ 

Reason  Date  FR  Cite 


Final  Action  01/14/92  57  FR  1383 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Phyllis  Green,  410 
966-9822 

RIN:  096&-AC99 


838.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED.  BUND,  AND 
DISABLED;  PRESUMPTIVE 
DISABILITY  AND  PRESUMPTIVE 
BLINDNESS 

CFR  Citation:  20  CFR  416  subpart  L:  20 
CFR  416.2086 

Completed: 

Reason  Date  FR  Cite 


Final  Acton  12/18/91  56  FR  65682 

SmaN  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Harry  J.  Short.  410 
965-6243 

RIN:  0960-/^14 


839.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE; 
CONTINUATION  OF  BENEFITS 
DURING  APPEAL  AFTER  DISABIUTY 
HAS  CEASED  (2921) 

CFR  Citation:  20  CFR  404.15973 


RIN:  0960-AD19 


840.  OLD-AGE,  SURVIVORS,  AND 
DISABIUTY  INSURANCE;  PAYMENT 
OF  BENEFITS  TO  A  CHILD  ADOPTED 
BY  A  SURVIVING  SPOUSE  (294F) 

CFR  Citation:  20  CFR  404.362(c) 
Completed: _ 


Reason  Date  FR  Cite 


Final  Acton  02/03/92  57  FR  3937 

Final  Action  02/03/92 

Effective 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Cassandra  Bond,  410 
965-1794 

RIN:  0960-AD21 


841.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE; 
EUMINATION  OF  ELIGIBILITY  FOR 
RETROACTIVE  BENEFITS  FOR 
CERTAIN  INDIVIDUALS  EUGIBLE  FOR 
REDUCED  BENEFITS  (301F) 

CFR  Citation:  20  CFR  404.621 

Completed: _ 

Reason  Date  FR  Cite 


Final  Action  11/22/91  56  FR  58845 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Henry  Lemer,  410 
965-1762 

RIN:  0960-AD28 


842.  OLD-AGE,  SURVIVORS,  AND 
DISABILITY  INSURANCE;  RECOVERY 
OF  OVERPAYMENTS  BY  MEANS  OF 
REDUCTIONS  IN  TAX  REFUNDS 
(308F) 

Significance:  Regulatory  Program 

CFR  Citation:  20  CFR  404.520;  20  CFR 
404.521;  20  CFR  404.522;  20  CFR  404.523; 
20  CFR  404.524;  20  CFR  404.525;  20  CFR 
404.526;  20  CFR  404.903 
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HHS-SSA 


Completed  Actions 


Completed: _ 

Reason  Date  FR  Cite 

Final  Action  10/21/91  56  FR  52466 
Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Lawrence  V.  Dudar, 
410  965-1795 

RIN:  0960-AO34 


843.  SUPPLEMENTAL  SECURITY 
INCOME  FOR  THE  AGED,  BUND,  AND 
DISABLED;  SUSPENSION  AND 
TERMINATION  OF  BENEFITS  AND 
INCREASE  IN  BENEFIT  RATE  FOR 
INDIVIDUALS  IN  MEDICAL  CARE 
FACILITIES 

CFR  Citation:  20CFR416 


Completed: _ 

Reason  Date  FR  Cite 

Final  Action  10/28/91  56  FR  55452 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Harry  J.  Short,  410 
965-1753 

RIN:  096(>-AD4g 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHS)— Office  of  Assistant  Secretary  for  Health  (OASH) _ 


844.  EXEMPT  PRIVACY  ACT  SYSTEM 
OF  RECORDS  RELATED  TO 
INQUIRIES  AND  INVESTIGATIONS  OF 
SCIENTIFIC  MISCONDUCT 

Legal  Authority:  5  USC  552a:  5  USC 
301 

CFR  Citation:  45  CFR  5b 
Legal  Deadline:  None 

Abstract  The  Department  of  Health 
and  Human  Services  proposes  to 
exempt  a  new  system  of  records,  09-37- 
0021,  “Public  Health  Services  Records 


Related  to  Inquiries  and  Investigations” 
from  certain  requirements  of  the 
Privacy  Act.  The  purpose  of  this 
exemption  is  to  protect  records 
compiled  in  the  course  of  an  inquiry 
and/or  investigation  and  to  protect  the 
identity  of  the  confidential  source  of 
information.  There  are  no  known  costs 
associated  with  the  NPRM.  The  benefits 
will  be  that  the  investigative  files  will 
not  be  disclosed  inappropriately  and 
promises  to  withhold  identities  of 
individuals  will  be  honored. 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Dr.  Lyle  W.  Bivens, 
Dir.,  Office  of  Scientific  Integrity 
Review,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
5515  Security  Lane,  Suite  640,  Rockville, 
MD  20852,  301  443-5300 

RIN:  0905-AD31 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHS)— Alcohol,  Drug  Abuse,  and  Mental  Health  Administration  (ADAMHA) _ 


845.  WAIVERS  TO  REQUIREMENT 
THAT  STATES  SPEND  AT  LEAST  A 
CERTAIN  PORTION  OF  STATE  BLOCK 
GRANT  FUNDS  FOR  NEW  MENTAL 
HEALTH  SERVICES  AND  PROGRAMS 

Significance:  Regulatory  Program 
Legal  Authority:  PL  100-690 
CFR  Citation:  45  CFR  96 
Legal  Deadline:  None 

Abstract  Section  2027  of  Public  Law 
100-690  amends  section  1916  of  the  PHS 
Act  to  require  States  to  spend  at  least 
55  percent  of  their  mental  health 
allotment  under  the  Alcohol,  Drug 
Abuse,  and  Mental  Health  Block  Grant 
for  FY  1991  for  new  mental  health 
programs  and  services.  The  Secretary 
may  grant  a  waiver  to  any  State,  under 


certain  circumstances,  including  a  State 
being  in  financial  crisis,  and  providing 
certain  criteria  are  met  by  States  prior 
to  their  requesting  a  waiver.  Such  a 
waiver  would  reduce  the  requirement  to 
35  percent  in  1991  (increasing  to  55 
percent  by  1994).  This  rule  implements 
the  statutory  requirement  that  the 
Secretary  promulgate  standards  for 
determinations  of  “financial  crisis"  and 
resolves  such  issues  as:  a]  how  to 
determine  when  a  State  is  in  a  financial 
crisis;  b]  what  information  States  must 
provide  to  assure  that  a  waiver  is 
needed  to  avoid  disruption  to  existing 
and  planned  high  priority  services;  c) 
how  to  determine  the  extent  of  relief  to 
be  granted  for  approved  waivers;  and 
d)  imposing  requirements  that  are  cost 
effective. 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/92 

NPRM  Comment  05/00/92 
Period  End 

Final  Action  08/00/92 

Small  Entitles  Affected:  None 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  William  A.  Quinlan, 
)r..  Policy  Coordinator,  Division  of 
Policy,  Planning,  and  Evaluation, 
Department  of  Health  and  Human 
Services,  Public  Health  Service,  Rm. 
12C-26,  Parklawn  Bldg.,  5600  Fishers 
Lane,  Rockville,  MD  20857,  301  443-4640 

RIN:  0905-ACgg 
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DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHSl—Centera  for  Disease  Control  (CPC) _ 


646.  NIOSH  REVISION  OF  TESTS  AND 
REQUIREMENTS  FOR  CERTIFICATION 
OF  RESPIRATORY  PROTECTIVE 
DEVICES 

Significance:  Regdatory  Program 

Legal  Authority:  30  USC  842(h);  30 
use  844:  30  USC  957 

CFR  Citation:  30  CFR  11;  42  CFR  84 
Legal  Deadline:  None 

Abstract  The  proposed  rule  addresses 
three  major  problems  of  the  current 
regulation  by  (1)  substantially 
upgrading  laboratory  performance  tests 
for  certifying  respirators;  (2)  adding 
quantitative  face  seal  performance 
tests;  and  (3)  replacing  current 
certification  tests  that  are  design-  or 
application-speciHc  with  tests  that  are 
performance-based.  The  first  NI^IM  for 
revising  42  CFR  part  84  was  published 
in  the  Federal  Register  on  August  27, 
1987  (52  FR  32402).  In  response  to  the 
many  comments  on  the  first  proposal, 


NIOSH  is  in  the  process  of  developing  a 
second  NPRM. 

Timetable: 


Action 

Date 

FR  CHe 

NPRM 

08/27/87 

52 

FR  32402 

First  Public 

01/20/88 

52 

FR  37639 

Hearlr>g 
Second  Public 

01/27/88 

52 

FR  37639 

Hearing 

NPRM  Public 

03/28/88 

53 

FR  5595 

Comment 
Period  End 

Second  NPRM 

06/00/92 

Published 
SecoTKl  NPRM 

11/00/92 

Comment 
Period  End 

Final  Action 

04/00/93 

Final  Action 

04/00/93 

Effective 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 


Public  Compliance  Cost  Initial  Cost: 
$14,000,000;  Yearly  Recurring  Cost: 
$14,000,000;  Base  Year  for  Dollar 
Estimates:  1992 

Analysis:  Regulatory  Impact  Analysis; 
Regulatory  Flexibility  Analysis 

Additional  Information:  Yearly 
recurring  cost  to  public  will  drop  from 
$14,000,000  to  $6,400,000  in  year  six  and 
all  following  years. 

Agency  Contact  Dr.  Nelson  A.  Leidel, 

Senior  Science  Advisor,  Office  of  the 
Director,  NIOSH,  Department  of  Health 
and  Human  Services,  Public  Health 
Service,  Centers  for  Disease  Control, 
1600  Clifton  Road,  MS  D37,  Atlanta,  GA 
30333,  404  639-2277 

RIN:  0905-AB58 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Rnal  Rule  Stage 

Public  Health  Service  (PHS)— Centers  for  Disease  Control  (CPC) 


847.  INTERSTATE  SHIPMENT  OF 
BIOLOGICAL  MATERIAL  THAT 
CONTAINS  OR  MAY  CONTAIN 
ETIOLOGIC  AGENTS 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  218;  42  USC 
264:  42  USC  271 

CFR  Citation:  42  CFR  72 
Legal  Deadline:  None 

Abstract  The  revised  regulation  will 
clarify  and  expand  the  requirements  for 
proper  packaging  and  handling  of 
etiologic  agents  during  interstate 
shipment  The  revised  regulation  will 
ensure  that  all  biological  material  that 
could  contain  etiologic  agents  is 
packaged  in  a  manner  for  interstate 
shipment  that  minimizes  the  potential 
for  leakage  and  possible  contamination 
of  the  environment  and  minimizes 
direct  physical  contact  with  the 
contents  by  package  handlers.  The 
revised  relation  is  not  expected  to 
have  a  major  impact  on  the  cost  of 
shipping  these  materials. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/02/90  55  FR  7678 

NPRM  Comment  05/09/90  55  FR  7678 
Period  End 


Action  Date  FR  Cita 

Final  Action  05/00/92 

Rnal  Action  06/00/92 

Effective 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Jonathan  Y. 
Richmond,  Ph.D.,  Director,  Office  of 
Health  and  Safety,  Centers  for  Disease 
Control,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
1600  Clifton  Road  NE.,  Atlanta,  GA 
30333,  404  639-3883 

RIN:  0905-AC89 


848.  MEDICAL  EXAMINATION  OF 
AUENS 

Significance:  Agency  Priority 

Legal  Authority:  8  USC  1182;  8  USC 
1220;  8  USC  1224;  8  USC  1225;  42  USC 
249:  42  USC  252:  PL  100-71;  PL  101-649 

CFR  Citation:  42  CFR  43 

Legal  Deadline:  Final,  Statutory,  May 
31,  1991. 

Abstract  This  is  a  proposed  revision  in 
the  regiilations  for  the  medical 
examination  of  aliens.  The  regulations 
were  developed  to  provide  for  the 
physical  and  mental  examination  of 


aliens  within  the  United  States  or  in 
other  countries  as  required  by  the 
Immigration  and  Nationality  Act.  This 
revision  would  update  the  regulations 
in  accordance  with  current 
epidemiologic  concepts  and  medical 
diagnostic  standards. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final 
Rule 

05/31/91 

56  FR  25000 

Interim  Final 
Comment 
Period  End 

08/02/91 

56  FR  25000 

Final  Action 

00/00/00 

Final  Action 
Effective 

00/00/00 

Small  Entities  Affected:  None 

Government  Levels  Affected:  State, 

Federal 

Agency  Contact  Charles  R.  McCance, 

Director,  Division  of  Quarantine, 
Department  of  Health  and  Human 
Services,  Public  Health  Service,  Centers 
for  Disease  Control,  Mailstop  E-03, 
Atlanta.  GS  30333,  404  639-1455 

RIN:  0905-AD29 
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DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 

Public  Health  Service  (PHS) — Centers  for  Disease  Control  (CDC) 


849.  SUBCHAPTER  J  •  NATIONAL 
VACCINE  PROGRAM,  PART  110 
INFORMATION  AND  EDUCATION, 
SUBPART  A  •  VACCINE 
INFORMATION  MATERIALS 

Significance:  Agency  Priority 
CFR  Citation:  42CFR110 


Completed: 


Reason 


Date 


FR  CKe 


Final  Action  10/15/91  56  FR  51798 

Final  Action  04/15/92  56  FR  51798 

Effective 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 

Public  Health  Service  (PHS) — Food  and  Drug  Administration  (FDA) 


850.  COMPUTER  PRODUCTS;  POLICY 
GUIDANCE 

Legal  Authority:  21  USC  321(h) 

CFR  Citation:  21  CFR  800 
Legal  Deadline:  None 

Abstract:  As  a  prerulemaking  activity, 
FDA  is  developing  guidance  for 
manufacturers  respecting  how  FDA 
would  apply  existing  statutory 
requirements  to  the  regulation  of 
computer  products  (i.e.,  both  hardware 
and  software)  when  such  products  meet 
the  definition  of  a  medical  device  under 
the  act. 

On  September  25, 1987,  FDA  made 
available  a  draft  policy  guidance 
intended  to  clarify  how  FDA  would 


apply  existing  statutory  requirements  to 
the  regulation  of  such  products  to 
provide  opportunity  for  public 
participation  in  this  activity. 

Upon  analysis  of  the  public  comments 
on  the  complex  issues  pertaining  to  the 
regulation  of  computer  products,  the 
agency  will  decide  whether  any 
additional  steps  are  necessary  to  clarify 
which  computer  products  meet  the 
definition  of  a  medical  device  and  what 
level  of  regulation,  if  any,  is  appropriate 
under  the  act. 

Timetable: 


Action 


Date 


FR  Cite 


Proposed  Draft 
Guideline 


09/25/87  52  FR  36104 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 

Public  Health  Service  (PHS)— Food  and  Drug  Administration  (FDA) 


851.  POLICIES  CONCERNING  USES 
OF  SULFITING  AGENTS 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  342  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
371(a)  Federal  Food,  Drug,  and 
Cosmetic  Act;  21  USC  321(n)  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
321  (s)  Federal  Food,  Drug,  and 
Cosmetic  Act;  21  USC  336  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
341  Federal  Food,  Drug,  and  Cosmetic 
Act;  21  USC  343  Federal  Food,  Drug, 
and  Cosmetic  Act;  21  USC  348  Federal 
Food,  Drug,  and  Cosmetic  Act 

CFR  Citation:  21  CFR  182.3616;  21  CFR 
182.3637;  21  CFR  182.3739;  21  CFR 
182.3766;  21  CFR  182.3798;  21  CFR 
182.3862;  21  CFR  100;  21  CFR  130.9 

Legal  Deadline:  None 

Abstract  Acceptable  evidence  and 
information  exist  to  show  that  a 


subgroup  of  asthmatics  is  at  moderate 
to  severe  risk  for  a  severe  reaction 
upon  exposure  to  sulfites.  The  agency’s 
primary  tool  for  handling  a  situation 
where  population  subgroups  may  be  at 
increased  risk  from  a  food  ingredient 
that  is  safe  for  most  people  is  to  use 
labeling  to  inform  those  persons  who 
need  or  want  to  avoid  the  ingredient. 
The  agency  issued  a  final  rule,  effective 
January  7, 1987,  that  requires  that  when 
a  sulfiting  agent  is  present  in  a  finished 
food  at  10  parts  per  million  or  greater, 
the  sulfiting  agent  must  be  declared  on 
the  label.  In  addition,  FDA  issued  a 
final  rule,  effective  August  8, 1986, 
prohibiting  the  use  of  sulfiting  agents  on 
raw  fruits  and  vegetables  intended  to 
be  served  or  sold  raw  to  consumers 
(e.g.,  in  salad  bars).  On  December  10, 
1987,  FDA  announced  its  tentative 
conclusion  that  there  is  no  longer  a 
basis  to  find  that  the  use  of  sulfiting 
agents  on  “fresh”  potatoes  served  or 


Completed  Actions 


Agency  Contact:  Walter  A.  Orenstein. 
M.D.,  404  639-1880 

RIN:  0905-AC83 


Prerule  Stage 


Action  Date  FR  Cite 

Finai  Policy  00/00/00 
Guidance 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact:  Charles  S.  Furfine, 
Office  of  Standards  and  Regulations, 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Center  for  Devices  and 
Radiological  Health  (HFZ-84),  5600 
Fishers  Lane,  Rockville,  MD  20857,  301 
443-4874 

RIN:  0905-AC72 


Proposed  Rule  Stage 


sold  unpackaged  to  consumers  is 
GRAS.  On  December  19, 1988,  FDA 
proposed  to  affirm,  with  specific 
limitations,  that  certain  other  uses  of 
sulfiting  agents  are  GRAS  (cont) 

Timetable: 

Food  Labeling;  Declaration  of  SuKiting 
Agents 

NPRM  04/03/85  (50  FR  13306) 

Final  Action  07/09/86  (51  FR  25012) 
Effective  Date  01/09/87  (51  FR  25012) 

GRAS  Status  of  the  Use  of  Sulfiting  Agents 
on  Fresh  Potatoes 

NPRM-To  be  Merged  w/Frozen  Potatoes 
12/10/87  (52  FR  46968) 

Final  Action  03/15/90  (55  FR  9826) 
GRAS  Status  of  Certain  Other  Food  Uses  of 
Sulfiting  Agents,  Etc. 

NPRM  12/19/88  (53  FR  51065) 

Final  Action  03/00/93 
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HHS— PHS— FDA 


Proposed  Rule  Stage 


Revoking  Use  of  Sulfiting  Agents  on  Fruits 
a  Vegetabies,  Etc. 

NPRM  08/14/85  (50  FR  32836) 

Final  Action  07/09/86  (51  FR  25021) 

Final  Action  Effective  08/09/86  (51  FR 
25021) 

Status  of  the  Use  of  Sulfiting  Agents  on 
Fresh  A  Frozen  Potatoes 

NPRM  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  ABSTRACT 
CONT:  and  to  establish  labeling 
requirements  for  sulfiting  agents  in 
standardized  foods. 

On  March  15. 1990  (55  FR  9826),  FDA 
issued  a  final  rule  prohibiting  the  use  of 
sulfiting  agents  on  “fresh”  potatoes  (55 
FR  9826)  and  requested  data  and 
information  concerning  the  use  of 
sulfiting  agents  on  frozen  potatoes  (55 
FR9834). 

On  August  3, 1990,  the  United  States 
District  Court  for  the  Middle  District  of 
Pennsylvania  declared  the  final  rule 
concerning  fresh  potatoes  to  be  “null 
and  void"  based  on  perceived 
procedural  defects  in  the  rulemaking 
proceeding.  The  Government  appealed 
the  district  court's  decision.  On  May  22, 
1991.  the  U.S.  Court  of  Appeals  for  the 
Third  Circuit  en  banc  affirmed,  by  an 
equally  divided  vote  and  without 
opinion,  the  decision  of  the  district 
court  invalidating  on  procedural 
grounds  FDA's  final  rule  revoking  the 
GRAS  status  of  the  use  of  sulfiting 
agents  on  fresh  potatoes. 

FDA's  reproposed  rule  will  include  the 
GRAS  status  of  sulfiting  agents  on  both 
fresh  and  frozen  potatoes. 

Agency  Contact:  Robert  L  Martin, 
Division  of  Food  and  Color  Additives, 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Center  for  Food  Safety 
and  Applied  Nutrition  (HFF-334),  200  C 
Street  SW.,  Washington,  DC  20204,  202 
254-9519 

RIN:  0905-AB52 


852.  INFANT  FORMULA  ACT 

Significance:  Regulatory  Program 

Legal  Authority:  21  USC  350a  Federal 
Food.  Drug,  and  Cosmetic  Act:  PL  99- 
570  Infant  Formula  Act  of  1986 

CFR  Citation:  21  CFR  107;  21  CFR  106 

Legal  Deadline:  None 


Abstracb  The  agency  published  on 
December  24, 1991,  a  final  rule 
implementing  the  Infant  Formula  Act  of 
1986.  The  rule  establishes  infant 
formula  record  and  record  retention 
requirements.  The  agency  is  also 
preparing  a  proposed  rule  that  will 
establish  current  good  manufacturing 
practice  regulations  and  strengthen  the 
agency's  existing  quality  control 
procedures  for  infant  formulas. 

Timetable: _ 

Infant  Form  Cons  Comp,  Micro  Test  &  Reed 
Retention  Req 

NPRM  01/26/89  (54  FR  3783) 

NPRM  (Comment  Period  End)  03/27/89 
(54  FR  3783) 

Final  Action  12/24/91  (56  FR  66566) 

Infant  Formula  Current  Good  Practices; 

Oual  Control  Proc 

NPRM  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  James  Taylor, 
Consumer  Safety  O^icer,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Food 
Safety  and  Applied  Nutrition  (HFF-314), 
200  C  Street  SW.,  Washington,  DC 
20204,  202  485-0229 

RIN:  0905-AC46 


853.  CURRENT  GOOD 
MANUFACTURING  PRACTICE  FOR 
BLOOD  &  BLOOD  COMPONENTS; 
NOTIFICATION  OF  CONSIGNEES 
RECEIVING  BLOOD  &  BLOOD 
COMPONENTS  AT  INCREASED  RISK 
FOR  TRANSMITTING  HIV  INFECTION 

Significance:  Regulatory  Program 

Legal  Authority:  21  USC  351  to  360k; 

21  USC  374;  42  USC  262  to  264 

CFR  Citation:  21  CFR  606;  21  CFR  610 
Legal  Deadline:  None 

Abstract:  The  agency  currently  requires 
that  all  blood  and  blood  components 
intended  for  the  manufacture  of  any 
product  be  tested  for  antibody  to 
human  immunodeficiency  virus  (HIV). 
In  instances  when  the  blood  of  a  donor 
is  found  to  contain  antibodies  to  HIV, 
some  blood  centers  have  initiated  a 
program  of  voluntary  “look-back"  to 
notify  consignees  of  blood  and  blood 
components  obtained  from  the  donor's 
prior  donations.  Consignees  may 
withdraw  or  destroy  such  blood  and 
blood  products,  and  may  trace  and 
notify  recipients.  A  well-conducted 
look-back  program  can  provide  an 


effective  mechanism  for  identifying, 
testing,  and  counseling  transfusion 
recipients  who  are  at  increased  risk  of 
HIV  infection-those  who  receive  blood 
from  a  donor  later  found  to  be  infected 
with  HIV.  The  agency  is  considering  a 
proposal  to  establish  a  mandatory  look- 
back  program.  The  proposal  would 
require  blood  collection  facilities  to 
develop  a  procedure  to  notify 
consignees  promptly  whenever  a  blood 
donor  who  has  previously  donated 
blood  or  source  plasma  is  found  to  be 
positive  for  the  antibody  to  HIV;  and  to 
keep  appropriate  records  (cont) 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Procurement  This  is  a  procurement- 
related  action  for  which  there  is  no 
statutory  requirement.  There  is  a 
paperwork  burden  associated  with  this 
action. 

Additional  Information:  ABSTRACT 
CONT:  when  such  notification  has  been 
made.  The  purpose  of  the  rulemaking  is 
to  ensure  that  the  consignees  are 
notiHed  and  take  appropriate  action. 

Agency  Contact:  Andrea  Chamblee, 
Regulatory  Counsel.  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for 
Biologies  Evaluation  and  Research 
(HFB-132),  8800  Rockville  Pike, 
Bethesda,  MD  20892,  301  295-8188 

RIN:  0905-AC90 


854.  LEAD  IN  FOODS 

Significance:  Regulatory  Program 

Legal  Authority:  21  USC  321;  21  USC 
336:  21  USC  342(a):  21  USC  346;  21  USC 
346a:  21  USC  348;  21  USC  371 

CFR  atation:  21  CFR  109;  21  CFR  182: 
21  CFR  189 

Legal  Deadline:  None 

Abstract:  In  light  of  the  public  health 
concerns  raised  by  continuing  findings 
concerning  the  effects  of  low  levels  of 
exposure  to  lead,  particularly  exposure 
by  pregnant  women,  infants,  and 
children,  the  agency  is  undertaking  a 
comprehensive  effort  to  further  reduce 
lead  levels  in  food  where  controllable 
or  avoidable  sources  of  lead  addition  to 
food  can  be  identified.  The  goal  of  FDA 
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is  to  reduce  consumer’s  exposure  to 
lead  in  the  diet  to  the  lowest  level  that 
can  be  practicably  obtained.  FDA  has 
identiHed  several  potential  sources  of 
dietary  lead  exposure  that  it  intends  to 
address  in  proposed  rules  in  its 
initiatives  to  reduce  exposure  to  lead  in 
the  diet.  The  agency  is  also  considering 
rulemaking  concerning  lead  glazed 
ceramic  foodware  based  upon  a  June  1, 
1989  NPRM  (  54  FR  23485). 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  06/01/89  54  FR  23485 

NPRM  Comment  07/31/89  54  FR  23485 
Period  End 

Prohibit  Use  of  Lead  Soidered  Food  Cans 

NPRM  05/00/92 

Prohibit  Use  of  Tin-Coated  Lead  Foil 
Capsules  on  Wine  Bottles 

NPRM  05/00/92 

Specifications  for  Lead  in  Calcium 
Supplements  that  are  GRAS 
NPRM  08/00/92 
Tolerance  for  Lead  in  Wine 

NPRM  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Michael  E.  Kashtock, 

Supervisory  Consumer  Safety  Officer, 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Center  for  Food  Safety 
and  Applied  Nutrition  (HFF-312),  200  C 
Street  SW.,  Washington,  DC  20204,  202 
485-0229 

RIN:  0905-AC91 


855.  FOOD  LABELING  REVIEW 
Significance:  Regulatory  Program 

Legal  Authority:  15  USC  1453  Fair 
Packaging  and  Labeling  Act;  15  USC 
1454  Fair  Packaging  and  Labeling  Act; 
15  USC  1455  Fair  Packaging  and 
Labeling  Act;  21  USC  321  Federal  Food, 
Drug,  and  Cosmetic  Act;  21  USC  331 
Federal  Food,  Drug,  and  Cosmetic  Act; 
21  USC  342  Federal  Food,  Drug,  and 
Cosmetic  Act;  21  USC  343  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
348  Federal  Food,  Drug,  and  Cosmetic 
Act;  21  USC  371  Federal  Food,  Drug, 
and  Cosmetic  Act;  PL  101-535  Nutrition 
Labeling  and  Education  Act  of  1990 

CFR  Citation:  21  CFR  101 

Legal  Deadline:  NPRM,  Statutory, 
November  8, 1991.  Final,  Statutory, 
November  8, 1992. 


If  final  regulations  are  not  issued  by 
11/08/92,  the  proposed  regulations  shall 
be  considered  the  final  regulations. 

Abstract:  The  agency  issued  an 
advance  notice  of  proposed  rulemaking 
on  August  8, 1989,  requesting  public 
comment  on  possible  changes  in  the 
labeling  of  food  products  regulated  by 
FDA.  The  agency  sought  public 
comment  on  five  areas:  1)  whether  to 
revise  the  requirements  for  nutrition 
labeling;  2)  whether  to  change  the 
nutrition  label  format  on  food  packages; 
3)  whether  to  revise  the  requirements 
for  ingredient  labeling;  (4)  whether  to 
formally  define  commonly  used  food 
descriptions  and/or  reconsider  the  use 
of  standards  of  identity  for  foods;  and 
(5)  how  to  reasonably  permit  the  use  of 
messages  on  food  labels  that  link  food 
components  to  the  prevention  of 
disease.  The  agency  also  held  four 
public  hearings  (see  September  20, 1989; 
54  FR  38806)  to  gather  first-hand  the 
views  of  consumers,  industry,  health 
professionals,  and  State  and  local 
government  officials  about  labeling 
revisions.  The  agency  issued  three 
proposed  regulations  on  July  19, 1990, 
that  addressed  nutrition  labeling.  On 
November  8, 1990,  the  President  signed 
into  law  the  Nutrition  Labeling  and 
Education  Act  of  1990.  This  Act 
requires  that  most  foods  bear  nutrition 
labeling.  The  Act  required  that 
necessary  (cont) 

Timetable: 

Cholesterol  Free,  Low  Cholesterol,  ft 
“ - ”  Percent  Fat  Free  Claim 

NPRM  11/27/91  (56  FR  60507) 

Final  Action  11/00/92 

Common  or  Usual  Name  for  Nonstandrdzd 
Foods,  Diluted  Juice  Bev. 

ANPRM  (Declaration  of  Ingredients) 
08/08/89  (54  FR  32610) 

NPRM  (Declaration  of  Ingredients) 
07/02/91  (56  FR  30452) 

NPRM  (Delay  of  Statutory  Eff.  Date) 
11/27/91  (56  FR  60877) 

Final  Action  (Declaration  of  Ing.)  09/00/92 
Declaration  of  Ingredients 

ANPRM  08/08/89  (54  FR  32610) 

NPRM  06/21/91  (56  FR  28592) 

NPRM  (Delay  of  Statutory  Eff.  Date) 
11/27/91  (56  FR  60877) 

Final  Action  09/00/92 

FaL  Fatty  Acid,  and  Cholesterol  Content  of 
Food 

NPRM  11/25/86  (51  FR  42584) 

ANPRM  08/08/89  (54  FR  32610) 

Final  Action  (Tentative)  07/19/90  (55  FR 
29456) 

NPRM  11/27/91  (56  FR  60478) 

Final  Action  11/00/92 


Health  Claims;  Antioxidant  Vitamins  and 
Cancer 

NPRM  11/27/91  (56  FR  60624) 

Final  Action  1 1  /00/92 

Health  Claims;  Calcium  and  Osteoporosis 
NPRM  11/27/91  (56  FR  60689) 

Final  Action  1 1  /00/92 
Health  Claims;  Dietary  Fiber  and  Cancer 
NPRM  11/27/91  (56  FR  60566) 

Final  Action  1 1  /00/92 
Health  Claims;  Dietary  Fiber  and 
Cardiovascular  Disease 
NPRM  11/27/91  (56  FR  60582) 

Final  Action  1 1  /00/92 
Health  Claims;  Dietary  Lipids  and  Cancer 
NPRM  11/27/91  (56  FR  60764) 

Final  Action  1 1  /00/92 

Health  Claims;  Folic  Acid  and  Neural  Tube 
Defects 

NPRM  11/27/91  (56  FR  60610) 

Final  Action  11/00/92 

Health  Claims;  Lipids  and  Cardiovascular 
Disease 

NPRM  1 1  /27/91  (56  FR  60727) 

Final  Action  1 1  /00/92 
Health  Claims;  Omega-3  Fatty  Acids  and 
Coronary  Heart  Disease 
NPRM  11/27/91  (56  FR  60663) 

Final  Action  1 1  /00/92 
Health  Claims;  Sodium/Hypertension 
NPRM  11/27/91  (56  FR  60825) 

Final  Action  1 1  /00/92 

Health  Claims;  Zinc  and  Immune  Function  in 
the  Elderly 

NPRM  11/27/91  (56  FR  60652) 

Final  Action  1 1  /00/92 
Misbranding  Sections  of  Act  Adequately 
Implemented  by  Regulations 
Notice  of  Intent  10/24/91  (56  FR  55130) 
NPRM  05/00/92 
Final  Action  1 1  /00/92 

Nutrient  Content,  Gen.  Principles,  Petitions, 
Def.  of  Terms 

ANPRM  08/08/89  (54  FR  32610) 

NPRM  11/27/91  (56  FR  60421) 

Final  Action  1 1  /00/92 
Nutrition  Label  Format 

Notice  05/20/91  (56  FR  23072) 

Notice  07/01/91  (56  FR  29963) 

NPRM  04/00/92 
Final  Action  1 1  /00/92 

Nutrition  Labeling  of  Raw  Fruit,  Vegetables, 
and  Fish 

NPRM  (Voluntary  Guidelines)  07/02/91 
(56  FR  30468) 

Final  Action  11/27/91  (56  FR  60880) 
Regulatory  Impact  Analysis 

NPRM  11/27/91  (56  FR  60856) 

Final  Action  1 1  /00/92 
Requirements  for  Health  Claims  for  Food 
ANPRM  08/08/89  (54  FR  32610) 

NPRM  (Reproposed)  02/13/90  (55  FR 
5176) 

NPRM  11/27/91  (56  FR  60537) 

Final  Action  11/00/92 

Requiremnts  for  Substitute  Foods  Named 
By  Use  of  a  Standzd  Term 

ANPRM  08/08/89  (54  FR  32610) 

NPRM  11/27/91  (56  FR  60512) 

Final  Action  1 1  /00/92 
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RDto  A  ORVs;  Mandatory  Status  of  Nut.  Lab. 
&  Nutrient  Content 
ANPRM  06/08/89  (54  Ffl  3261 0} 

NPRM  07/19/90  (55  FR  29476) 

NPRM  07/19/90  (55  FR  29487) 

NPRM  11/27/91  (56  FR  60366) 

Final  Action  1 1  /00/92 
Serving  Sizes 

ANPRM  08/08/89  (54  FR  32610) 

NPRM  07/19/90  (55  FR  29517) 

NPRM  02/26/91  (56  FR  8084) 

NPRM  11/27/91  (56  FR  60394) 

Final  Action  1 1/(X)/92 
State  Enforcement  of  the  NLEA  of  1990 
NPRM  11/27/91  (56  FR  60534) 

Final  Action  06/00/92 

State  Petitions  Requesting  Exemption  From 
Federal  Preemption 

NPRM  11/27/91  (56  FR  60528) 

Final  Action  08/00/92 
Use  of  Nutrient  Content  Claims  for  Butter 
ANPRM  08/08/89  (54  FR  32610) 

NPRM  11/27/91  (56  FR  60523) 

Fina!  Action  11/00/92 

SmaH  Entities  Affected:  Businesses 

Government  Levels  Affected:  State. 
Federal 

Additional  Information:  ABSTRACT 
CONT:  regulations  be  proposed  within 
12  months  of  the  date  of  enactment. 

FDA  used  information  gathered  from 
the  responses  to  the  August  1989 
advam^  notice  of  proposed 
rulemaking,  the  comments  on  the  July 
1990  proposed  rules,  and  the  report  of 
the  National  Academy  of  Sciences  to 
help  the  agency  develop  the  necessary 
regulations.  RIN  0905-AB67  Food 
Labeling:  Health  Messages  and  Label 
Statements  and  RIN  (^5-AB68  Food 
Labeling:  Definition  of  Nutrient  Content 
Claims  for  the  Fat,  Fatty  Acid,  and 
Cholesterol  Content  of  Food,  have  been 
consolidated  into  RIN  0905-AD08.  The 
Adjectival  Descriptors  document  has 
been  renamed  the  Nutrient,  Content 
Claims,  (jeneral  Principles,  Petitions, 
Definition  of  Terms  document. 

Agency  Contact  F.  Edward 
Scarbrough,  Director,  Office  of  Nutrition 
and  Food  Sciences,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Food 
Safety  and  Applied  Nutrition  (HFF-200). 
200  C  Street  SW„  Washington.  DC 
20204,  202  245-1561 

RIN:  0905-AD08 


856.  IMPLEMENTATION  OF  TITLE  I  OF 
THE  GENERIC  ANIMAL  DRUG  AND 
PATENT  TERM  RESTORATION  ACT 

Significance:  Regulatory  Program 
Legal  Authority:  21  USC  d60b 
CFR  Citafion:  21  CFR  514 


Legal  Deadline:  Final  Statutory, 
November  15. 1989. 

Abstract  The  agency  proposes  to 
amend  its  regulations  to  implement  title 
1  of  the  (Generic  Animal  Drug  and 
Patent  Term  Restoration  Act  which 
established  new  standards  for 
marketing  approval  of  generic  copies  of 
animal  drug  products  approved  after 
1962. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Lonnie  W.  Luther. 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration.  (Center  for  Veterinary 
Medicine  (HFV-128),  7500  Standish 
Place.  Rockville.  MD  20855,  301  295-8623 

RIN:  0903-AD15 


857.  VOLUNTARY,  FEE-OF-SERVICE 
SEAFCXN)  INSPECTION  PROGRAM 

Significance:  Regulatory  Program 
Legai  Authority:  21  USC  372a 
CFR  Citation:  21  CFR  197 
Legai  Deadline:  None 

Abstract  The  Food  and  Drug 
Administration  and  the  National 
Marine  Fisheries  Service  are  exploring 
the  feasibility  of  establishing  a 
voluntary,  fee-for-service  inspection 
program  for  fish  and  fish  products,  to 
be  operated  by  both  agencies. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  06/27/90  55  FR  26334 

ANPRM  10/05/90  55  FR  36289 

(Comment 
Period  End 

NPRM  10/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Agency  Contact  Mary  Snyder,  Chief. 
Policy  Branch,  Department  of  Health 
and  Human  Services,  Food  and  Drug 
Administration,  Center  for  Food  Safety 
&  Applied  Nutrition  Office  of  Seafood, 
200  C  Street  SW..  Washington,  DC 
20204,  202  2S4-3888 

RIN:  0905-VUI23 


858.  REVOCATION  OF  THE 
PERMANENT  LISTINGS  FOR  USE  OF 
FD&C  RED  NO.  3  IN  FOOD  AND 
INGESTED  DRUGS 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  371  Federal 
Food,  Drug  and  Cosmetic  Act  21  USC 
376(b)  to  376(d)  Federal  Food,  Drug  and 
Cfosmetic  Act 

CFR  Citation:  21  CFR  74.303;  21  CFR 
74.1303 

Legal  Deadline:  None 

Abstract  On  February  1, 1990,  FDA 
published  two  documents:  the  first 
terminated  the  provisional  listings  of 
FD&C  Red  No.  3  for  use  in  cosmetics 
and  externally  applied  drugs  and  all 
uses  of  the  lakes  of  FD&C  Red  No.  3. 
and  the  second  announced  the  denial  of 
the  petition  by  the  Cosmetic  Toiletry 
and  Fragrance  Association  (CTFA)  for 
permanent  listing  of  FD&C  Red  No.  3 
for  use  in  cosmetics  and  externally 
applied  drugs  (55  FR  3516  and  3520}. 
These  actions  were  taken  because 
laboratory  tests  showed  that  the  color 
additive  caused  a  carcinogenic 
response  when  administered  in  the  diet 
of  animals.  The  uses  of  FD&C  Red  No.  3 
in  food  and  ingested  drugs  were 
permanently  listed  in  1969  on  the  basis 
of  studies  deemed  appropriate  and 
adequate  under  the  testing  standards  at 
that  time.  In  1977,  FDA  required  all 
color  additives  remaining  on  the 
provisional  list  to  undergo  new  studies 
that  would  meet  more  stringent 
toxicological-testing  standai^s  (42  FR 
6992).  TIm  cosmetic  and  external  drug 
uses  of  FD&C  Red  No.  3  were 
provisionally  listed  at  that  time,  so 
FD&C  Red  No.  3  was  subject  to  the 
additional  (cont) 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Smalt  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Public  Compliance  Cost  Initial  Cost: 
$44,000,000;  Yearly  Recurring  Cost: 
$15,000,0(X);  Base  Year  for  Dollar 
Estimates:  1990 

Additional  Information:  ABSTRACT 
CONT:te8ting  requirement  to  support 
the  provisional  listings.  As  discussed 
above  the  new  studies  implicated  the 
color  additive  as  an  animal  carcinogen, 
causing  the  agency  to  terminate  the 
provisionally  listed  uses  of  FD&C  Red 
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No.  3  and  to  deny  CTFA’s  petition. 

With  the  conclusion  that  FD&C  Red  No. 
3  caused  a  carcinogenic  response  in 
animals,  the  agency  believes  that  it 
must  take  action  to  revoke  the 
permanently  listed  uses  of  the  color 
additive  under  21  CFR  74.303  and 
74.1303.  This  action  requires  publication 
of  a  notice  of  proposed  rulemaking 
(NPRM),  which  invites  public  comment, 
analysis  of  the  comments  to  the  NPRM, 
and  publication  of  a  final  order  with 
provision  for  objections. 

Agency  Contact:  Catherine  Bailey, 
Science  Policy  Analyst,  Office  of  the 
Director,  Department  of  Health  and 
Human  Services,  Food  and  Drug 
Administration,  Center  for  Food  Safety 
and  Applied  Nutrition  {HFF-6),  200  C 
Street  SW.,  Washington,  DC  20204,  202 
245-2140 

RiN:  0905-AD36 


859.  SALMONELLA  ENTERITIDIS  IN 
SHELL  EGGS 

Significance:  Agency  Priority 

Legai  Authority:  21  USC  201  to  903 
Federal  Food.  Drug,  and  Cosmetic  Act; 

21  USC  1040  Egg  Products  Inspection 
Act;  42  USC  216  Public  Health  Service 
Act;  42  USC  243  Public  Health  Service 
Act;  42  USC  264  Public  Health  Service 
Act;  42  USC  271  Public  Health  Service 
Act 

CFR  Citation:  21  CFR  16.1;  21  CFR 
1240.63:  21  CFR  1240.64 

Legal  Deadline:  None 

Abstract:  The  Food  and  Drug 
Administration  is  considering  a 
proposal  to  amend  its  regulations  for 
the  control  of  communicable  diseases  to 
include  measures  to  control  the  spread 
of  the  communicable  human  disease 
Salmonellosis  caused  by  Salmonella 
enteritidis  in  shell  eggs.  Among  other 
things,  the  agency  is  considering  a 
requirement  that  all  shell  eggs  in 
interstate  commerce  be  from  poultry 
houses  that  have  been  tested  and  found 
by  the  State  of  origin  to  be  free  of  S. 
enteritidis.  The  agency  is  also 
considering  a  requirement  for  the 
refrigeration  of  eggs  at  specified 
temperatures  immediately  after 
packaging  in  retail  cartons  and  that 
these  retail  cartons  be  labeled 
“Refrigerate”  on  the  principal  display 
panel.  The  proposal  would  complement 
the  United  States  Department  of 
Agriculture  program  to  control  the 


spread  of  S.  enteritidis  in  the  egg- 
production  flocks. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact:  Elizabeth  J.  Campbell, 
Chief,  Regulations  and  Industry 
Activities  Branch,  Department  of  Health 
and  Human  Services,  Food  and  Drug 
Administration,  Center  for  Food  Safety 
and  Applied  Nutrition  (HFF-414),  200  C 
Street  SW.,  Washington,  DC  20204,  202 
485-0229 

RIN:  0905-AD37 


860.  PRESCRIPTION  DRUG 
MARKETING  ACT  OF  1987;  POLICY 
INFORMATION,  GUIDANCE,  AND 
CLARIFICATIONS 

Legal  Authority:  PL  100-293 
Prescription  Drug  Marketing  Act  of  1987 

CFR  Citation:  21  CFR  203 
Legai  Deadline:  None 

Abstract:  The  Prescription  Drug 
Marketing  Act  of  1987  (PDMA) 
amended  the  Federal  Food,  Drug,  and 
Cosmetic  Act  to:  (1)  require  State 
licensing  of  Wholesale  distributors  of 
prescription  human  drugs  under  Federal 
guidelines  including  minimum  standards 
for  storage,  handling,  and 
recordkeeping;  (2)  ban  the  reimportation 
of  prescription  human  drugs  produced 
in  the  United  States,  except  when 
reimported  by  the  manufacturer  for 
emergency  use;  (3)  ban  the  sale,  trade, 
or  purchase  of  dirug  samples;  (4)  ban 
trafficking  in  or  counterfeiting  of  drug 
coupons;  (5)  mandate  storage,  handling, 
and  recordkeeping  requirements  for 
drug  samples;  (6)  require  licensed 
practitioners  to  request  drug  samples  in 
writing;  (7)  prohibit,  with  certain 
exceptions,  the  resale  of  prescription 
human  drugs  purchased  by  hospitals  or 
health  care  facilities;  and  (8)  set  forth 
criminal  and  civil  penalties  for 
violations  of  these  provisions.  In  the 
Federal  Register  of  September  14. 1990 
(55  FR  38012],  FDA  issued  a  final  rule 
setting  forth  Federal  guidelines  for  State 
licensing  of  wholesale  drug  distributors. 
This  proposed  rule  would  provide  (cont) 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  ABSTRACT 
CONT:information,  guidance,  and 
clariHcation  of  those  sections  of  PDMA 
that  are  not  related  to  State  licensing  of 
wholesale  distributors. 

Agency  Contact:  Richard  L.  Arkin, 
Regulatory  Counsel,  Division  of 
Regulatory  Affairs,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 
Evaluation  and  Research,  7500  Standish 
Place.  Rockville,  MD  20855,  301  295-8049 

RIN:  0905-AD44 


861.  IMPLEMENTATION  OF  THE  SAFE 
MEDICAL  DEVICES  ACT  OF  1990 

Significance:  Regulatory  Program 

Legal  Authority:  PL  101-629  Safe 
Medical  Devices  Act  of  1990 

CFR  Citation:  21  CFR  860;  21  CFR  820; 
21  CFR  807;  21  CFR  803;  21  CFR 
17,(New):  21  CFR  812;  21  CFR  7;  21  CFR 
814;  21  CFR  821,(New};  21  CFR  861;  21 
CFR  895 

Legal  Deadline:  NPRM,  Statutory, 
August  28, 1991.  Final,  Statutory,  May 
28. 1992.  Other,  Statutory,  December  1, 
1991. 

Medical  Device  Tracking  NPRM, 

8/28/91;  Medical  Device  Tracking  Final, 
5/28/92;  Exemption  of  Humanitarian 
Devices,  etc..  Final,  11/28/91; 
ClassiHcation  of  Transitional  Devices 
Notice,  12/1/91. 

Abstract:  The  Safe  Medical  Devices 
Act  of  1990  (SMDA),  enacted  November 
28, 1990,  was  intended  to  assure 
marketed  devices  are  safe  and 
effective,  FDA  learns  quickly  of  device 
problems,  and  FDA  has  authority  to 
remove  defective  devices  from  the 
market.  The  act  directs  or  authorizes 
FDA  to  develop  these  regulations: 
Medical  Device  Reporting-This  rule 
will  require  healthcare  facilities  and 
distributors  to  report  deaths  and  serious 
injuries/illnesses  related  to  medical 
devices.  Medical  Device  Tracking-This 
regulation  will  require  manufacturers  !o 
track  certain  devices  to  the  user. 
Classification  of  Transitional  Devices- 
FDA  issued  a  notice  to  require 
submission  of  adverse  safety  and 
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e^ectiveness  data  on  transitional 
devices.  FDA  will  now  propose  to  keep 
each  device  in  class  Ill,  or  reclassify  it 
in  class  I  or  II.  Good  Manufacturing 
Practices  for  Medical  Devices-FDA  %vill 
propose  to  add  preproduction  design 
validation  in  existing  CGMP 
regulations.  Exemption  of  Humanitarian 
Devices-A  proposed  rale  will  give 
procedures  for  applications  for  certain 
prematket  review  exemptions  for 
humanitarian  devices,  (cont} 

Timetable: 


Assignment  of  Agency  Component  for 
Review  of  Premarket  Apptetns 

Notice  {Public  Hearing)  07/12/91  (56  FR 
31951) 

Rnm  Action  11/21/91  (56  FR  31951) 
CMI  PeneWee  -  Hearing  Procedures 
NPRM  09/00/92 

Classification  of  Transitional  Devices 
Notice  11/14/91  (56  FR  57960) 

Notice  12/00/92 
CGMPs  for  Medical  Oevicee 

ANPRM  (flevisions;Request  for  Cmnts) 
06/15/90  (55  FR  24544) 

ANPRM  (Suggested  Chan^Availbtty) 
11/30/00  (55  FR  49644) 

ANPRM  (Extension  of  Cornment  Period) 
02/14/91  (56  FR  5965) 

Notice  (Open  Public  Adv^  Cmte  Mtg) 
04/17/91  (56  FR  15626) 

NPRM  12/00/92 

Exemption  of  Humanitarian  Devices 
NPRM  05/00/92 
Medical  Device  Reporting 

Notice  (Public  Conf.:Rqst  for  Info) 
03/28/91  (56  FR  12934) 

NPRM  1 1/26/91  (56  FR  60024) 

Final  Action  05/00/92 
Medical  Device  Tracking 

NPRM  03/27/92  (57  FR  10702) 

Fmtf  Action  12/00/92 
Miscellaneous  Procedural  Changes  in 
Medical  Device  Regulations 
Final  Action  09/00/92 
Postmarket  Surveillance 
NPRM  12/00/92 
Recan  of  MedicM  Devices 
NPRM  09/00/92 


Reports  of  Removals  and  Corrections  of 
Medical  Devices 

NPRM  09/00/92 

Safe  Medical  Devices  Act  of  1990; 
implenientation  Plans 
Notice  04/05/91  (56  FR  1 41 1 1 ) 
Sununaries  of  Safety  A  Effectiveness  for 
Premarket  Notification 
Final  Action  05/00/92 
Temporary  Suspension  of  a  Premarket 
Approval  Application 
NPRM  09/00/92 

Sman  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  ABSTRACT 
CONT.  Summaries  of  Safety  and 
Effectiveness  for  Premarket 
Notification~A  tinal  rule  will  set  forth 
information  to  be  included  in  data 
summaries  on  which  substantial 
equivalence  determinations  are  made. 
Recall  of  Mediccd  for  Devices-FDA  will 
propose  procedures  for  using  its 
authority  to  order  device  recalls  and 
notibcations.  Reports  of  Removal  and 
Corrections—  FDA  will  propose 
procedures  for  manufacturers  to  report 
to  FDA  health-rdated  market  removals 
and  corrections  of  devices.  Civil 
Penalties-FDA  intends  to  issue 
regulations  to  establish  procedures  for  a 
hearing  to  wfaidi  persons  are  entitled 
before  tiie  imposition  of  dvil  penalties. 
Procedural  Cheuiges  in  Medical  Device 
Regulations— A  final  rule  will  address 
revisions  in  regulations  necessary 
because  of  procedural  dianges  made  by 
the  SMDA.  Premarket  Review  of 
OnubinatioD  Products-dDA  published 
a  final  rule  establishing  procedures  for 
determining  which  FDA  center  will 
review  premarket  approval  applications 
for  products  that  are  a  combination  of  a 
device  and  a  drug  or  biologic. 

Agency  Contact  loseph  M.  Sheehan. 
Department  of  Health  and  Human 
Services,  Food  and  Drag 


Administration.  Center  for  Devices  and 
Radiological  Health,  12720  Tsvinbrook 
Parkway.  Rockville.  MD  20B52,  301  443- 
4874 

RIN:  0905-ADsg 


862.  MANDATORY  HACCP  SEAFOOD 
INSPECTION  PROGRAM 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  342  Federal 
Food,  Drug,  and  Cosmetic  Act  21  USC 
371  Federal  Food,  Drug,  and  Cosmetic 
Act  21  USC  374  Federal  Food,  Drug, 
and  Cosmetic  Act  42  USC  264  Public 
Health  Service  Act 

CFR  Citation:  21CFR123 
Legal  DeadUne:  None 

Abstract  The  Food  and  Drug 
Administration  is  considering 
incorporating  additional  Hazard 
Analysis  Critical  Omtroi  Point 
(HACCP)  principles  into  its  proposal  of 
mandatory  seafood  inspections.  HACXP 
involves  tiie  identification  and 
monitoring  of  ‘‘critical  control  point8‘’  in 
a  processing  or  other  operation  the 
failure  of  which  can  render  a  product 
adulterated.  HACC^  has  been  stroi^y 
endorsed  by  the  National  Academy  of 
Sciences  for  incorporation  by  the 
seafood  industry. 

Timetable; 

Action  Date  FR  Cite 

NPRM  06/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Agency  Contact  Plulip  Spiller, 
Department  of  Health  and  Human 
Services,  Public  Health  Service,  Office 
of  the  Commissioner,  5600  Fishers  Lane. 
Rockville.  MD  20857,  301  443-2S61 

RIN:  0905-/V060 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Rnai  Ride  Stage 

Public  Health  Service  (PHS)— Food  and  Drug  Administration  (FDA) 


863.  OVER-THE-COUNTER  (OTC) 

DRUG  REVIEW 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  321(p)  Federal 
Food.  Drag,  and  Cosmetic  Acb  21  USC 
351  Federal  Food,  Drug,  and  (Osmetic 
Act;  21  USC  352  Federal  Food,  Drug, 
and  Cosmetic  Act;  21  USC  353  Federal 
Food,  Drug,  and  Cfosmetic  Act:  21  USC 
355  Federal  Food,  Drug,  and  Ck)smetic 


Act;  21  USC  360(a)  Federal  Food,  Drug, 
and  Cosmetic  Act  21  USC  371(a) 
Federal  Food.  Drag,  and  Cosmetic  Act 

CFR  Citation:  21  CFR  310;  21  CFR  330; 
21  CTR  333:  21  CFR  334;  21  CFR  335;  21 
CFR  336;  21  CFR  337;  21  CFR  338;  21 
CFR  339;  21  CFR  340;  21  CFR  341;  21 
CFR  342;  21  CFR  343;  21  CFR  344;  21 
CFR  345:  ... 

Legal  Deadline:  None 


Abstract  The  OTC  drug  review 
establishes  conditions  under  which 
OTC  drugs  are  considered  generally 
recogniz^  as  safe  and  effective  and 
not  misbranded.  After  a  final 
monograi^  (Le,.  final  rale)  is  issued, 
only  OTC  d^s  meeting  the  conditions 
of  the  monograph,  or  having  an 
approved  new  drag  application,  may  be 
legally  marketed.  NOl^  NPRM  for 
“Antidotes,  Toxic  Ingestion  Products" 
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was  combined  with  NPRM  for  “Emetic 
Products"  and  reproposed  as  “Poison 
Treatment  Products."  NPRM  for 
“Astringent  (Wet  Dressings)  Products" 
was  included  in  the  NPRM  for  “Skin 
Protectant  Products.”  NPRM  for  “Diaper 
Rash  Products”  was  included  in  NPRMs 
for  “Antifungal,"  “Antimicrobial,” 
“External  Analgesic"  and  “Skin 
Protectant  Products.”  NPRM  for  “Fever 
Blister/Cold  Sore  Products  (External)” 
was  included  in  NPRMs  for  “External 
Analgesic”  and  “Skin  Protectant 
Products,"  NPRM  for  “Insect  Bites  and 
Stings  (Relief)  Products”  was  included 
in  NPRMs  for  “External  Analgesic”  and 
“Skin  Protectant  Products.”  “Poison 
Ivy/Oak/Sumac  Prevention”  was 
included  in  NPRMs  for  “External 
Analgesic”  and  “Skin  Protectant 
Products,”  NPRM  for  “Mercurial 
(Topical)  Products”  to  be  included  in 
revised  NPRM  (cont) 

Timetable: _ 

Acne  (Topical)  Products 

ANPRM  03/23/82  (47  FR  12430) 

NPRM  01/15/85  (50  FR  2172) 

NPRM  (Amendment)  08/07/91  (56  FR 
37622) 

Finad  Action  08/16/91  (56  FR  41008) 
Alcohol  (Topical)  Products  (To  be  merged 
w/other  rutemkg) 

ANPRM  05/21  /82  (47  FR  22324) 
Anorectal  Products 

ANPRM  05/27/80  (45  FR  35576) 

NPRM  08/15/88  (53  FR  30756) 

Final  Action  08/03/90  (55  FR  31776) 
Antacid  Drug  Products 

ANPRM  04/05/73  (38  FR  8714) 

NPRM  1 1  /1 2/73  (38  FR  31 260) 

Final  Action  06/04/74  (39  FR  9862) 
NPRM  (Amendment)  (Overindulgence) 
12/24/91  (56  FR  66754) 

Anthelmintic  Products 

ANPRM  09/09/80  (45  FR  59541) 

NPRM  08/24/82  (47  FR  37062) 

Final  Action  08/01  /86  (51  FR  27756) 
Antibiotic  First  Aid  Products 

ANPRM  04/01/77  (42  FR  17642) 

NPRM  07/09/82  (47  FR  29986) 

Final  Action  12/1 1  /87  (52  FR  47312) 
NPRM  (/Amendment)  08/18/89  (54  FR 
34188) 

Final  Action  03/15/90  (55  FR  9721) 
NPRM  (Amendment  05/11/90  (55  FR 
19868) 

NPRM  (Amendment)  06/08/90  (55  FR 
23450) 

Final  Action  (Amendment)  10/03/90  (55 
FR  40379) 

Final  Action  (Amendment)  12/05/90  (55 
FR  50171) 

Anticaries  Products 

ANPRM  03/28/80  (45  FR  20666) 

NPRM  09/30/85  (50  FR  39854) 

NPRM  06/15/88  (53  FR  22430) 

Final  Action  00/00/00 


Antidlarrheal  Products 

ANPRM  03/21/75  (40  FR  12924) 

NPRM  04/30/86  (51  FR  16138) 

Final  Action  00/00/00 
Antidotes,  Toxic  Ingestion  Prdts  (Now 
Poison  Treatment  Prdts) 

ANPRM  01/05/82  (47  FR  444) 

Antiemetic  Products 

ANPRM  03/21/75  (40  FR  12934) 

NPRM  07/13/79  (44  FR  41064) 

Final  Action  04/30/87  (52  FR  15886) 
Antiflatulent  Drug  Products 

NPRM  11/12/73  (38  FR  31260) 

Final  Action  06/04/74  (39  FR  19877) 
NPRM  (Amendment)  01/29/88  (53  FR 
2716) 

Antifungal  (T  optcM)  Products 

ANPRM  03/23/82  (47  FR  12480) 

NPRM  12/12/89  (54  FR  51136) 

NPRM  (Amendment)  (Diaper  Rash) 
06/20/90  (55  FR  25240) 

Final  Action  (Partial)  05/00/92 
Final  Action  08/(X)/92 
Antimicrobial  Products 

ANPRM  09/13/74  (39  FR  33103) 

NPRM  01/06/78  (43  FR  1210) 

NPRM  (Amendment)  (Diaper  Rash) 
06/20/90  (55  FR  25246) 
Antiperspirant  Products 

ANPRM  10/10/78  (43  FR  46694) 

NPRM  08/20/82  (47  FR  36492) 

Final  Action  00/00/00 
Antiseptic  First  AM 

ANPRM  09/13/74  (39  FR  33103) 

NPRM  01/06/78  (43  FR  1210) 

NPRM  (Revised)  07/22/91  (56  FR  33644) 
Final  Action  00/00/00 
Antiseptic  Products  (Professional  Use) 
ANPRM  09/13/74  (39  FR  33103) 

NPRM  01/06/78  (43  FR  1210) 

NPRM  (Revised)  10/00/92 
Aphrodisiac  Products 

ANPRM  10/01  /82  (47  FR  43572) 

NPRM  01/15/85  (50  FR  2168) 

Final  Action  07/07/89  (54  FR  28780) 
Astringent  (Wet  Dressings)  Prdts  (Merged 
w/other  rulentkg) 

ANPRM  09/07/82  (47  FR  39436) 

Benign  Prostatic  Hypeiilrophy  Products 
ANPRM  10/01  /82  (47  FR  43566) 

NPRM  02/20/87  (52  FR  5406) 

Final  Action  02/27/90  (55  FR  6926) 

Boll  Ointments 

ANPRM  06/29/82  (47  FR  28306) 

NPRM  01/26/88  (53  FR  2198) 

Final  Action  10/00/92 
Camphorated  Oil  Drug  Products 
ANPRM  09/26/80  (45  FR  63869) 

Final  Action  09/21  /82  (47  FR  41716) 
Choiecystokinetic  Products 

ANPRM  02/12/80  (45  FR  9286) 

NPRM  08/24/82  (47  FR  37068) 

Final  Action  06/10/83  (48  FR  27004) 
NPRM  (Amendment)  08/15/88  (53  FR 
30786) 

Final  Action  (AmerxJment)  02/28/89  (54 
FR  8320) 

Com  and  Callus  Remover  Products 
ANPRM  01/05/82  (47  FR  522) 

NPRM  02/20/87  (52  FR  5412) 

Final  Action  08/14/90  (55  FR  33258) 


Cough/Coid  (Antichottnergic)  Products 
ANPRM  09/09/76  (41  FR  38312) 

NPRM  07/09/82  (47  FR  30002) 

Final  Action  1 1  /08/85  (50  FR  46582) 
Cough/CoM  (Antihistamine)  Products 
ANPRM  09/09/76(41  FR  38312) 

NPRM  01/15/85  (50  FR  2200) 

NPRM  (Amendment)  08/24/87  (52  FR 
31892) 

Final  Action  10/00/92 
Cough/CoM  (Antitussive)  Products 
ANPRM  09/09/76  (41  FR  38312) 

NPRM  10/19/83  (48  FR  48576) 

Final  /Action  08/12/87  (52  FR  30042) 
NPRM  (/Amendment)  07/06/89  (54  FR 
28442) 

NPRM  (Amendment)  10/02/89  (54  FR 
40412) 

Final  Ac^  (Amendment)  07/06/90  (55 
FR  27806) 

Final  Action  (Amendment)  10/03/90  (55 
FR  40381) 

NPRM  (Amendment)  10/00/92 
Cough/CoM  (BronchodNator)  Products 
ANPRM  09/09/76  (41  FR  38312) 

NPRM  10/26/82  (47  FR  47520) 

Final  Action  10/02/86  (51  FR  35326) 
NPRM  (Amendment)  07/00/92 
Cough/Cold  (Combination)  Products 
ANPRM  09/09/76  (41  FR  38312) 

NPRM  08/12/88  (53  FR  30522) 

Final  Action  00/00/00 
Cough/Cold  (Expectorant)  Products 
ANPRM  09/09/76  (41  FR  38312) 

NPRM  07/09/82  (47  FR  30002) 

Final  Action  02/28/89  (54  FR  8494) 

Final  Action  (Technical  Changes) 
04/00/92 

Cough/CoM  (Expectorant/Ipecac)  Products 
Final  Action  05/00/92 
Cough/CoM  (Nasal  Decongestant) 

Products 

ANPRM  09/09/76  (41  FR  38312) 

NPRM  01  /1 5/85  (50  FR  2220) 

NPRM  (Amendment)  10/00/92 
Final  Action  10/00/92 
Dandruff,  Seborrheic  Dermatitis  and 
Psoriasis  Control  Products 
ANPRM  12/03/82  (47  FR  54646) 

NPRM  07/30/86  (51  FR  27346) 

Final  Action  12/04/91  (56  FR  63554) 
Daytime  Sedatives 

ANPRM  12/08/75  (40  FR  57292) 

NPRM  06/13/78  (43  FR  25544) 

Final  Action  06/22/79  (44  FR  36378) 
Diaper  Rash  Products  (Merged  w/other 
rulemkg) 

ANPRM  09/07/82  (47  FR  39406) 
Digestive  AM  Products 

ANPRM  01/05/82  (47  FR  454) 

NPRM  01/29/88  (53  FR2706) 

Final  Action  00/00/00 
Emetic  Products 

ANPRM  03/21/75  (40  FR  12939) 

NPRM  09/05/78  (43  FR  39544) 

Exocrine  Pancreatic  Insufficiency  Products 
ANPRM  12/21/79  (44  FR  75666) 

NPRM  1 1  /08/85  (50  FR  46594) 

NPRM  (Reproposed)  07/15/91  (56  FR 
32282) 

Final  Action  00/00/00 
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External  Analgesic  Products 

ANPRM  12/04/79  (44  FR  69768) 

NPRM  02/08/83  (48  FR  5852) 

NPRM  (Amendment)  (Dandruff)  07/30/86 
(51  FR  27360) 

NPRM  (Amendment)  (Anorectal) 
08/25/88  (53  FR  32592) 

NPRM  (Amendment)  (Poison  Ivy) 
10/03/89  (54  FR  40818) 

NPRM  (Amendment)  (Fvr  Blister/Ext) 
01/31/90  (55  FR  3370) 

NPRM  (Amendment)  (1  %Hydrocortisone) 
02/27/90  (55  FR  6932) 

NPRM  (Amendment)  (Diaper  Rash) 
06/20/90  (55  FR  25234) 

Final  Action  (Diaper  Rash)  08/00/92 
Final  Action  00/00/00 
Fever  Blister  Products  (Internal) 

ANPRM  01/05/82  (47  FR  502) 

NPRM  06/17/85  (50  FR  25156) 

Final  Action  05/00/92 
Fvr  Blister/Cold  Sore  Prdts  (Ext)  (To  be 
merged  w/other  rulemkg) 

ANPRM  09/07/82  (47  FR  39436) 

Hair  Grower  and  Hair  Loss  Prevention 
Products 

ANPRM  11/07/80  (45  FR  73955) 

NPRM  01/15/85  (50  FR  2190) 

Final  Action  07/07/89  (54  FR  28772) 
Hormone  (Topical)  Products 
ANPRM  01/05/82  (47  FR  430) 

NPRM  10/02/89  (54  FR  40618) 

Final  Action  05/00/92 
Hypo/Hyperphosphatemia  Products 
ANPRM  12/09/80  (45  FR  81154) 

NPRM  01/15/85  (50  FR  2160) 

Final  Action  05/11/90  (55  FR  19852) 
Ingrown  Toenail  Relief  Producta 
ANPRM  10/17/80  (45  FR  69128) 

NPRM  09/03/82  (47  FR  39120) 

Final  Action  00/00/00 
Insect  Bite  &  Sting  (Relief)  Prdts  (Merged 
w/other  rulemkg) 

ANPRM  09/07/82  (47  FR  39412) 

Insect  Repellent  Drug  Products  (Internal) 
ANPRM  01  /05/82  (47  FR  424) 

NPRM  06/10/83  (48  FR  26986) 

Final  Action  06/17/85  (50  FR  25170) 
Internal  Analgesic  Products 

ANPRM  07/08/77  (42  FR  35346) 

NPRM  11/16/88  (53  FR  46204) 

NPRM  (Amendment)  (Overindulgence) 
12/24/91  (56  FR  66762) 

Internal  Analgesic  Products 
(Overindulgence) 

Final  Action  00/00/00 
Internal  Deodorant  Products 
ANPRM  01/05/82  (47  FR  512) 

NPRM  06/17/85  (50  FR  25162) 

Final  Action  05/11/90  (55  FR  19862) 
Laxative  Products 

ANPRM  03/21/75  (40  FR  12902) 

NPRM  01/15/85  (50  FR  2124) 

NPRM  (Amendment)  10/01/86  (51  FR 
35136) 

Final  Action  00/00/00 

Leg  Muscle  Cramps  (Nocturnal  Relief) 
Products 

ANPRM  10/01/82  (47  FR  43562) 

NPRM  1 1  /08/85  (50  FR  46588) 

Final  Action  00/00/00 


Male  Genital  Desensitizer  Products 
ANPRM  09/07/82  (47  FR  39412) 

NPRM  10/02/85  (50  FR  40260) 

Final  Action  10/00/92 
Menstrual  Products 

ANPRM  12/07/82  (47  FR  55075) 

NPRM  11/16/88  (53  FR  46194) 

Mercurial  (Topical)  Products  (To  be  merged 
w/other  rulemkg) 

ANPRM  01/05/82  (47  FR  436) 
Nailbiting/Thumbsucking  Deterrent 
Products 

ANPRM  10/17/80  (45  FR  69122) 

NPRM  09/03/82  (47  FR  39096) 

Final  Action  07/00/92 
Nighttime  Sleep  Aid  Products 

ANPRM  12/08/75  (40  FR  57292) 

NPRM  06/13/78  (43  FR  25544) 

Final  Action  02/14/89  (54  FR  6814) 
Ophthalmic  (Anti-infective)  Products 
Final  Action  07/00/92 
Ophthalmic  Products 

ANPRM  05/06/80  (45  FR  30002) 

NPRM  06/28/83  (48  FR  29788) 

Final  Action  03/04/88  (53  FR  7076) 

Oral  Discomfort  (Relief)  Products 
ANPRM  05/25/82  (47  FR  22712) 

NPRM  09/24/91  (56  FR  48302) 

Oral  Health  Care  Products 

ANPRM  05/25/82  (47  FR  22760) 

NPRM  01  /27/88  (53  FR  2436) 

NPRM  (Amendment)  (Antimicrobials) 
00/00/00 

Final  Action  00/00/00 
Oral  Mucosal  Injury  Products  (Merged 
w/Oral  Health  Care) 

ANPRM  11/02/79  (44  FR  63270) 

NPRM  07/26/83  (48  FR  33984) 

Oral  Wound  Healing  Products 

ANPRM  11/02/79  (44  FR  63270) 

NPRM  07/26/83  (48  FR  33984) 

Final  Action  07/18/86  (51  FR  26112) 

Otic  Products  (Earwax) 

NPRM  07/09/82  (47  FR  30012) 

Final  Action  08/08/86  (51  FR  28656) 

Otic  Products  (Swimmers  Ear) 

NPRM  07/30/86  (51  FR  27366) 

Final  Action  00/00/00 
Overindulgence  Remedies 

ANPRM  10/01/82  (47  FR  43540) 

NPRM  12/24/91  (56  FR  66742) 
Overinduigence  Remedies/Prevention  of 
Inebriation 

ANPRM  10/01/82  (47  FR  43540) 

Final  Action  07/19/83  (48  FR  32872) 
Pediculicide  Products 

ANPRM  06/29/82  (47  FR  28312) 

NPRM  04/03/89  (54  FR  13480) 

Poison  Ivy /Oak/Sumac  Prevention  (Merged 
w/other  rulemkg) 

ANPRM  09/07/82  (47  FR  39412) 

Poison  Treatment  Products 

NPRM  01/15/85  (50  FR  2244) 

Final  Action  00/00/00 
Skin  Bleaching  Products 

ANPRM  11/03/78  (43  FR  51546) 

NPRM  09/03/82  (47  FR  39108) 

NPRM  (Reproposed)  10/00/92 


Skin  Protectant  Products 

ANPRM  08/04/78  (43  FR  34628) 

NPRM  02/15/83  (48  FR  6820) 

NPRM  (Amendment)  (Astringent) 
04/03/89  (54  FR  13490) 

NPRM  (Amendment)  (Poison  Ivy) 
10/03/89  (54  FR  40808) 

NPRM  (Amendment)  (Fvr  Blister/Ext) 
01/31/90  (55  FR  3362) 

NPRM  (Amendment)  (Diaper  Rash) 
06/20/90  (55  FR  25204) 

Final  Action  00/00/00 
Smoking  Deterrent  Products 
ANPRM  01/05/82  (47  FR  490) 

NPRM  07/03/85  (50  FR  27552) 

Final  Action  06/00/92 
Sodium  Labeling 

NPRM  04/25/91  (56  FR  19222) 

Final  Action  00/00/00 
Status  of  Certain  Category  II  and  ill 
Ingredients 

NPRM  05/16/90  (55  FR  20434) 

Final  Action  11/07/90  (55  FR  46914) 
NPRM  06/00/92 

Stimulant  (Overinduigence)  Products 
NPRM  (Amendment)  12/24/91  (56  FR 
66758) 

Stimulant  Products 

ANPRM  12/08/75  (40  FR  57292) 

NPRM  06/13/78  (43  FR  25544) 

Final  Action  02/29/88  (53  FR  6100) 
Stomach  Acidifier  Products 

ANPRM  10/19/79  (44  FR  60316) 

NPRM  01/15/85  (50  FR  2184) 

Final  Action  08/17/88  (53  FR  31270) 
Sunscreen  Products 

ANPRM  08/25/78  (43  FR  38206) 

NPRM  08/00/92 
Sweet  Spirits  of  Nitre 

ANPRM  02/22/80  (45  FR  11846) 

Final  Action  06/27/80  (45  FR  43400) 
Vaginal  Contraceptive  Products 
ANPRM  12/12/80  (45  FR  82014) 

NPRM  08/00/92 
Vaginal  Drug  Products 

ANPRM  10/13/83  (48  FR  46694) 

NPRM  10/00/92 
Vitamln/Mineral  Products 

ANPRM  03/16/79  (44  FR  16126) 
Withdrawal  11/27/81  (46  FR  57914) 

Wart  Remover  Products 

ANPRM  10/03/80  (45  FR  65609) 

NPRM  09/03/82  (47  FR  39102) 

NPRM  (Amendment)  03/27/87  (52  FR 
9992) 

Final  Action  08/14/90  (55  FR  33246) 
Water  Soluble  Gums 

NPRM  10/30/90  (55  FR  45782) 

Final  Action  00/00/00 
Weight  Control  Products 

ANPRM  02/26/82  (47  FR  8466) 

NPRM  10/30/90  (55  FR  45788) 

Final  Action  08/08/91  (56  FR  37792) 
NPRM  (Amendment)  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  ABSTRACT 
CONT:  for  “Antimicrobial  Products.” 
NPRM  for  “Alcohol  (Topical)  Products” 
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to  be  included  in  revised  NPRM  for 
“Antimicrobial  Products."  The  NPRM 
for  “Antimicrobial  Products”  is  being 
revised  because  it  is  being  updated  and 
split  into  two  sections:  first  aid 
products  and  health  care  products. 

SMALL  ENTITIES  AFFECTED:  The 
effects,  if  any.  vary  depending  on  the 
individual  rulemaking.  However,  the 
agency  anticipates  that  the  rules  would 
not  have  a  significant  economic  impact 
on  a  substantial  number  of  small 
entities  as  defined  by  the  Regulatory 
Flexibility  Act 

Agency  Contact:  William  E.  Gilbertson, 
Director,  Division  of  OTC  Drug 
Evaluation,  Department  of  Health  and 
Human  Services,  Food  and  Drug 
Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-210). 
5600  Fishers  Lane.  Rockville,  MD  20857, 
301  295-8000 

RIN:  0905-AA06 


864.  CURRENT  GOOD 
MANUFACTURING  PRACTICE  FOR 
FINISHED  PHARMACEUTICALS; 
RETROSPECTIVE  REVIEW 

Legal  Authority.  21  USC  351  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
352  Federal  Food,  Drug,  and  Cosmetic 
Act;  21  USC  360b  Federal  Food.  Drug, 
and  Cosmetic  Act;  21  USC  371(a) 
Federal  Food.  Drug,  and  Cosmetic  Act 

CFR  Citation:  21  CFR  211 
Legai  Deadline:  None 

Abstract:  In  accordance  with  the 
Regulatory  Flexibility  Act.  FDA 
conducted  a  retrospective  review  of  its 
CGMP  regulations  for  finished 
pharmaceuticals  to  determine  the  need 
for  any  changes  in  the  regulations  to 
eliminate  unnecessary  requirements 
and  to  allow  flexibility  without 
undermining  protection  of  the  public 
health.  FDA  identified  several  areas 
where  changes  in  the  regulations  would 
be  justified  and  on  February  12, 1991 
(56  FR  5671)  the  agency  proposed  to 
amend  certain  provisions  of  those 
regulations.  This  final  rule,  thus, 
amends  the  CGMP  regulations  to 
eliminate  unnecessary  regulatory 
burdens  without  affecting  those  CGMP 
requirements  that  are  necessary  to 
assure  drug  product  quality  under  the 
Federal  Food.  Drug,  and  Cosmetic  Act. 


Timetable: 

Action  Date  FR  Cite 

NPRM  02/12/91  56  FR  5671 

NPRM  Comment  04/15/91  56  FR  5671 
Period  End 

Final  Action  04/00/93 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Robert ).  Meyer, 
Consumer  Safety  Officer,  Division  of 
Regulatory  Affairs,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-362), 
7500  Standish  Place.  Rockville,  MD 
20855,  301  295-8049 

RIN:  0905-AA73 


865.  CURRENT  GOOD 
MANUFACTURING  PRACTICE  (CGMP) 
FOR  BLOOD  AND  BLOOD 
COMPONENTS;  RETROSPECTIVE 
REVIEW 

Legal  Authority:  21  USC  321  Federal 
Food.  Drug,  and  Cosmetic  Act:  21  USC 
352  Federal  Food,  Drug,  and  Cosmetic 
Act:  21  USC  355  Federal  Food,  Drug, 
and  Cosmetic  Act;  21  USC  371  Federal 
Food.  Drug,  and  Cosmetic  Act;  42  USC 
262  Public  Health  Service  Act:  5  USC 
553  Administrative  Procedures  Act:  5 
USC  702  Administrative  Procedures 
Act:  5  USC  703  Administrative 
Procedures  Act;  5  USC  704 
Administrative  Procedures  Act 

CFR  Citation:  21  CFR  606;  21  CFR  640 
Legal  Deadline:  None 

Abstract:  FDA  is  responsible  for  issuing 
regulatory  standards  for  blood  and 
blood  components  to  ensure  the 
continued  safety,  purity,  and  potency  of 
such  products.  Since  1975,  CGMP 
regulations  have  been  in  effect  that 
provide  standards  for  facilities, 
personnel,  and  manufacturing 
procedures  for  blood  and  blood 
components.  In  accordance  with  the 
Regulatory  Flexibility  Act,  FDA  has 
conducted  a  retrospective  review  of  its 
CGMP  regulations  for  blood  and  blood 
components,  to  determine  how  the 
regulations  may  be  revised  to  relieve 
regulatory  burdens  and  increase 
flexibility  without  adversely  affecting 
the  public  health.  Part  of  the 
retrospective  review  of  the  CGMP  will 
be  completed  through  FDA’s 
implementation  of  an  independent  and 
separate  efficacy  review  of  blood  and 
blood  derivatives  which  responds  to 


recommendations  of  a  Committee  of 
scientific  experts— the  Panel  on  Review 
of  Blood  and  Blood  Derivatives.  The 
remainder  of  the  retrospective  review 
program  regarding  the  CGMP  will  be 
implemented  through  FDA’s  issuance  of 
a  proposed  rule  to  revise  the  CGMP 
regulations. 

Timetable: 

Blood  A  Blood  Components;  Retrospective 
Review 

NPRM  00/00/00 
Final  Action  00/00/00 

Blood  &  Blood  Derivatives;  Implementation 
of  Efficacy  Review 
NPRM  12/24/85  (50  FR  52602) 

Comment  Period  Ends  03/24/86  (50  FR 
52602) 

Final  Action  03/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Ann  Gaines, 

Consumer  Safety  Officer,  Department  of 
Health  and  Human  Services.  Food  and 
Drug  Administration.  Center  for 
Biologies  Evaluation  and  Research 
(HFB-132).  8800  Rockville  Pike. 

Bethesda,  MD  20892,  301  295-8188 

RIN:  0905-/LA75 


866.  NEW  ANIMAL  DRUG  APPROVAL 
PROCESS 

Legal  Authority:  21  USC  360b  Federal, 
Food.  Drug,  and  (Cosmetic  Act:  21  USC 
371  Federal  Food,  Drug,  and  Cosmetic 
Act 

CFR  Citation:  21  CFR  514.1;  21  CFR 
514.8 

Legal  Deadline:  None 

Abstract  On  December  17, 1991,  the 
Agency  published  a  proposed  revision 
of  the  existing  regulations  that  are 
consistent  with  the  current  procedural 
regulations  for  human  drugs  where 
appropriate.  The  New  Animal  Drug 
Application  (NADA)  revisions  would 
articulate  general  requirements  in 
regulations  containing  performance 
standards  and  would  complement  them 
through  detailed  guidelines  on,  among 
other  matters,  appropriate  ways  of 
meeting  requirements  for  submission  of 
chemistry,  pharmacology,  and  statistical 
data  that  would  better  address  the 
intricate  scientifle  issues  involved.  A 
separate  proposed  rule  for  reporting 
requirements  for  marketed  animal  drugs 
also  published  on  that  date. 
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Timetable:  _ 

New  Animal  Drug  Approval  Process 
NPRM  12/17/91  (56  FR  65544) 

Final  Action  12/00/92 
Reporting  Requirements  for  Marketed 
Animal  Drugs 

NPRM  12/17/91  (56  FR  65581) 

Final  Action  12/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Additional  Information:  Contact  Dr. 

Bob  G.  Griffith  for  information 
concerning  new  animal  drug  approval 
process. 

For  information  concerning  reporting 
requirements  for  marketed  animal 
drugs,  contact  Andrew  J.  Beaulieu, 
Director,  Division  of  Therapeutic  Drugs 
for  Food  Animals,  Center  for  Veterinary 
Medicine,  Food  and  Drug 
Administration,  5600  Fishers  Lane, 
Rockville,  MD  20857,  (301)  443-3044. 

Agency  Contact:  Bob  G.  Griffith,  DVM, 
Director,  Division  of  Therapeutic  Drugs 
for  Non-Food  Animals,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for 
Veterinary  Medicine  (HFV-110),  7500 
Standish  Place,  Rockville,  MD  20855, 

301  295-8612 

RIN:  0905-AA96 


867.  REQUIREMENTS  FOR  ADVERSE 
EXPERIENCE  REPORTING  FOR 
LICENSED  BIOLOGICAL  PRODUCTS 

Significance:  Agency  Priority  . 

Legal  Authority:  21  USC  351  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
352  Federal  Food,  Drug,  and  Cosmetic 
Act:  21  USC  355  Federal  Food,  Drug, 
and  Cosmetic  Act;  21  USC  371  Federal 
Food,  Drug,  and  Cosmetic  Act:  21  USC 
374  Federal  Food,  Drug,  and  Cosmetic 
Act:  42  USC  262  Public  Health  Service 
Act 

CFR  Citation:  21  CFR  211:  21  CFR  310: 
21  CFR  600 

Legal  Deadline:  None 

Abstract:  This  regulatory  action  is 
being  taken  to  improve  the  safety  of 
marketed  drug  products  by  requiring 
manufacturers  to  report  to  the  Food  and 
Drug  Administration  (FDA)  serious 
adverse  experiences  associated  with 
licensed  biological  products. 

The  purpose  of  the  regulatory  action  is 
to  require  prompt  reporting  to  the 
agency  of  serious  adverse  experiences 
for  all  licensed  biological  products. 


The  regulatory  action  being  considered 
by  FDA  would  be  consistent  with  the 
agency’s  requirements  regarding 
adverse  experience  reporting  for 
approved  new  drugs  under  21  CFR 
314.80  (see  February  22, 1985:  50  FR 
7452).  These  biologic  regulations  would 
require  that  all  “serious  and 
unexpected”  adverse  experiences  and 
any  “significant  increase  in  frequency" 
of  a  serious  expected  event  be  reported 
to  the  agency  within  15  working  days. 
Known  and  nonserious  adverse 
biological  product  experiences  would 
be  required  to  be  reported  to  the 
agency  at  quarterly  or  annual  intervals, 
depending  on  the  length  of  marketing 
experience  with  the  product.  This 
information  (cont) 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/29/90  55  FR  11611 

NPRM  Comment  05/29/90  55  FR  11611 

Period  End 

Final  Action  02/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Procurement:  This  is  a  procurement- 
related  action  for  which  there  is  no 
statutory  requirement.  There  is  a 
paperwork  burden  associated  with  this 
action. 

Additional  Information:  ABSTRACT 
CONT:  permits  the  agency  to  monitor 
effectively  the  safety  of  all  licensed 
biological  products. 

Agency  Contact:  )oanne  Binkley, 
Consumer  Safety  Officer,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for 
Biologies  Evaluation  and  Research 
(HFB-132),  8800  Rockville  Pike, 

Bethesda,  MD  20892,  301  295-8188 

RIN:  0905-AB53 


868.  PROPOSED  RULE  TO 
IMPLEMENT  THE  ORPHAN  DRUG 
AMENDMENTS  TO  THE  FEDERAL 
FOOD,  DRUG,  AND  COSMETIC  ACT 

Significance:  Regulatory  Program 

Legal  Authority:  PL  97-414  Orphan 
Drug  Act:  PL  100-290 

CFR  Citation:  21  CFR  316 
Legal  Deadline:  None 

Abstract:  The  Orphan  Drug  Act  is 
intended  to  provide  incentives  for  drug 
companies  to  invest  in  the  development 
of  drugs  for  rare  diseases  or  conditions. 


Certain  incentives  are  necessary 
because  “orphan  drugs”  are  unlikely  to 
be  profitable.  The  agency  is  required  to 
carry  out  provisions  of  the  Orphan  Drug 
Act.  e.g.,  by  designating  a  drug  as  an 
orphan  drug,  by  providing  protocol 
assistance,  and  by  granting  seven  years 
of  exclusive  approval  status.  The 
proposed  rule  was  published  on 
January  29,  1991  that  would  establish 
procedures  whereby  drug  sponsors  can 
take  advantage  of  the  incentives  to 
encourage  development  of  orphan 
drugs.  Several  provisions  of  the  Orphan 
Drug  Act  call  for  promulgation  of 
regulations  to  provide  the  framework 
and  guidance  for  implementing  a 
program  of  incentives  to  drug  sponsors 
and  manufacturers. 

Timetable: 


Action 

Date 

FR  Cite 

Interim 

09/09/83 

48 

FR 

40784 

Guidelines 

Interim 

05/09/85 

50 

FR 

19583 

Guidelines 

(Revised) 

NPRM 

01/29/91 

56 

FR 

3338 

NPRM  Comment 

04/01/91 

56 

FR 

3338 

Period  End 

Final  Action 

05/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact:  Emery  ).  Stumiolo, 
Assistant  to  the  Director,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Office  of  Orphan 
Products  Development  (HF-35),  5600 
Fishers  Lane,  Rockville,  MD  20857,  301 
443-4718 

RIN:  0905-AB55 


869.  ABBREVIATED  NEW  DRUG 
APPLICATION  REGULATIONS  (TITLE  I 
OF  THE  “DRUG  PRICE  COMPETITION 
AND  PATENT  TERM  RESTORATION 
ACT  OF  1984”) 

Significance:  Agency  Priority 
Legal  Authority:  PL  98-417,  title  1 

CFR  Citation:  21  CFR  10:  21  CFR  310: 
21  CFR  314:  21  CFR  320 

Legal  Deadline:  None 

Abstract:  Until  the  passage  of  Title  1  of 
the  Drug  Price  Competition  and  Patent 
Term  Restoration  Act  of  1984, 
abbreviated  new  drug  application 
(ANDA)  procedures  were  only 
available  for  generic  products 
equivalent  to  pioneer  drugs  approved 
before  1962.  Title  I  opened  up  the 
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ANDA  policy  to  generic  copies  of 
products  approved  after  1962.  On  July 
10. 1989  (54  FR  28872),  FDA  proposed 
regulations  to  implement  Title  I.  The 
proposal  provides  for  the  submission  of 
abbreviated  new  drug  applications  for 
generic  versions  of  drug  products  first 
approved  after  1962.  These  new 
provisions  will  beneHt  consumers  by 
making  generic  drug  products  available 
more  quickly. 

The  agency  is  reviewing  the  public 
comments  submitted  in  response  to  the 
proposed  rule  and  preparing  the  final 
rule  in  two  segments.  The  first  segment 
will  establish  requirements  for  format 
and  content  of  an  ANDA,  suitability 
petitions,  and  certain  administrative 
actions.  The  second  segment  will 
establish  requirements  for  patient 
certification  and  exclusivity. 


Timetable: 


Action 

Date 

FR  Cite 

NPRM 

07/10/89 

54 

FR 

28872 

NPRM  Comment 

10/10/89 

54 

FR 

28872 

Period  End 
NPRM  Extension 

10/11/89 

54 

FR 

41629 

of  Comment 
Period 

NPRM  Public 

01/09/90 

54 

FR 

41629 

Comment 

Period  End 

NPRM  Extension 

01/16/90 

55 

FR 

1471 

of  Comment 
Period 

NPRM  Public 

04/09/90 

55 

FR 

1471 

Comment 
Period  End 

Content  and  Format,  Suitability  Petitions 
Final  Action  04/00/92 
Patent  Certification  and  Exclusivity 

Final  Action  04/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  L.  Chao, 
Regulatory  Counsel,  Division  of 
Regulatory  Adairs,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-362), 
7500  Standish  Place,  Rockville,  MD 
20855,  301  295-8049 

RIN:  090&-AB63 


870.  PRORCIENCY  TESTING 
REQUIREMENTS  FOR 
LABORATORIES  TESTING  BLOOD 
AND  BLOOD  COMPONENTS  BY  THE 
FDA-REQUIRED  TESTS  FOR  HBSAG 
AND  ANTI-HIV 

Significance:  Agency  Priority 


Legal  Authority:  21  USC  321;  21  USC 
351;  21  USC  352;  21  USC  355;  21  USC 
360;  21  USC  371;  42  USC  262;  42  USC 
264 

CFR  Citation:  21  CFR  606;  21  CFR  610 

Legal  Deadline:  None 

Abstract  The  agency  has  proposed  to 
amend  the  regulations  concerning  blood 
products  to  require  that  each 
establishment  or  laboratory,  responsible 
for  performing  FDA-required  tests  for 
hepatitis  B  surface  antigen  (HBsAg)  and 
evidence  of  human  immunodeficiency 
virus  (HIV),  participate  in  an  approved 
program  to  demonstrate  proficiency  in 
performing  these  tests.  The  proposal  is 
part  of  an  FDA  program  to  provide 
increased  assurance  of  the  quality  of 
laboratory  performance.  The  agency  is 
reassessing  the  scope  of  regulations 
needed  in  view  of  related  rulemaking 
by  the  Health  Care  Financing 
Administration  (HCFA). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/06/89  54  FR  24296 

NPRM  Comment  07/06/89  54  FR  24296 
Period  End 

Final  Action  00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  JoAnn  Minor, 
Consumer  Safety  Officer,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for 
Biologies  Evaluation  and  Research 
(HFB-132),  8800  Rockville  Pike, 

Bethesda,  MD  20892,  301  295-8188 

RIN:  0905-AC92 


871.  METHADONE  IN  MAINTENANCE 
TREATMENT  OF  NARCOTIC  ADDICTS; 
JOINT  FDA  AND  NIDA  PROPOSED 
REVISION  OF  CONDITIONS  OF  USE 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  355;  21  USC 
371(a);  21  USC  823(g);  42  USC  257a;  42 
USC  290ee-3 

CFR  Citation:  21  CFR  291 
Legal  Deadline:  None 

Abstract  The  Food  and  Drug 
Administration  and  the  National 
Institute  on  Drug  Abuse  have  proposed 
to  revise  the  conditions  for  the  use  of 
methadone  in  the  maintenance 
treatment  of  narcotic  addicts.  The 
proposal  would  allow  programs  to 
provide  minimum  service  (interim) 


maintenance  treatment  to  patients 
awaiting  placement  in  comprehensive 
maintenance  treatment  and  require 
programs  to  provide  counseling  on 
avoidance  of  human  immunodeficiency 
virus  (HTV)  transmission.  These 
requirements  are  being  considered  in 
response  to  the  HIV  epidemic  and  are 
intended  to  allow  more  narcotic  addicts 
into  treatment  more  quickly,  thereby 
decreasing  the  incidence  of  intravenous 
drug  abuse  and  the  transmission  of 
HIV.  Comments  on  the  proposal 
revealed  a  large  number  of  differing 
opinions  on  both  the  desirability  of 
adopting  interim  maintenance 
standards  and  on  a  number  of  related 
issues.  Because  it  was  necessary  to 
improve  the  administrative  record 
before  making  a  decision  regarding  any 
final  action  based  on  the  proposal,  FDA 
and  NIDA  held  a  public  hearing  on 
February  28, 1990,  to  solicit  additional 
information.  After  careful  review  of  the 
administrative  record,  including 
information  received  (cont) 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

03/02/89 

54  FR  8973 

NPRM  Comment 
Period  End 

05/03/89 

54  FR  13897 

Notice  (Public 
Hearing; 
2/28/90) 

12/04/89 

54  FR  50226 

Final  Action 

05/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State 

Additional  Information:  ABSTRACT 
CONT:  at  the  public  hearing,  the 
agencies  have  determined  that  that 
portion  of  the  rulemaking  relating  to 
interim  maintenance  standards  should 
be  withdrawn  and  that  the  agencies 
should  issue  a  final  rule  on  that  portion 
relating  to  counseling  or  avoiding 
transmission  of  HIV. 

Agency  Contact  Robert ).  Meyer, 
Consumer  Safety  OfHcer,  Division  of 
Regulatory  Affairs,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-362), 
7500  Standish  Place,  Rockville,  MD 
20855,  301  295-8049 

RIN:  0905-AC93 
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872.  EXPEDITING  APPROVAL  FOR 
DRUGS  INTENDED  TO  TREAT  LIFE- 
THREATENING  AND  SEVERELY 
DEBILITATING  ILLNESSES 

Significance:  Agency  Priority 

Legal  Authority:  2i  USC  351  to  357;  21 
use  371;  42  USC  262 

CFR  Citation;  21  CFR  312 
Legal  Deadline:  None 

Abstract:  In  the  Federal  Register  of 
October  21.  1988  (53  FR  41561),  FDA 
issued  an  interim  rule  effective  upon 
date  of  publication,  with  opportunity  for 
public  comment,  that  set  forth 
procedures  designed  to  speed  the 
availability  of  new  therapies  to 
desperately  ill  patients,  while 
preserving  appropriate  guarantees  for 
safety  and  effectiveness.  These 
procedures  are  intended  to  facilitate  the 
development,  evaluation,  and  marketing 
of  such  products,  especially  where  no 
satisfactory  alternative  therapies  exist. 
These  procedures  reflect  the  recognition 
that  physicians  and  patients  are 
generally  willing  to  accept  greater  risks 
or  side  effects  from  products  that  treat 
life-threatening  and  severely- 
debilitating  illness.  These  procedures 
also  reflect  the  recognition  that  the 
benefits  of  the  drug  need  to  be 
evaluated  in  light  of  the  severity  of  the 
disease  being  treated.  The  procedures 
apply  to  life-threatening  or  severely 
debilitating  illnesses.  The  agency  is 
reviewing  the  public  comments 
submitted  in  response  to  the  interim 
rule  and  preparing  a  Federal  Register 
document  that  will  respond  to  these 
comments.  The  (cont) 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  10/21/88  53  FR  41561 

Rule 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  ABSTRACT 
CONT:  agency  is  also  considering  the 
recommendations  contained  in  the 
report  of  the  “National  Committee  to 
Review  Current  Procedures  for 
Approval  of  New  Drugs  for  Cancer  and 
AIDS.” 

Agency  Contact:  Philip  L.  Chao, 

Regulatory  Counsel,  Division  of 
Regulatory  Affairs.  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 


Evaluation  and  Research  (HFD-362), 
7500  Standish  Place,  Rockville,  MD 
20855,  301  295-8049 

RIN:  0905-AC94 


873.  PATENT  TERM  RESTORATION 
FOR  ANIMAL  DRUGS 

Significance;  Regulatory  Program 

Legal  Authority:  35  USC  156;  21  USC 
360b;  21  USC  701 

CFR  Citation:  21  CFR  60 
Legal  Deadline:  None 

Abstract:  This  final  rule  amends  the 
agency’s  patent  term  restoration 
regulations  to  include  animal  drugs  as 
products  for  which  patent  term 
restoration  is  available. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/13/91  56  FR  5784 

NPRM  Comment  04/15/91  56  FR  5784 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Ronald  L.  Wilson. 

Director,  Health  Assessment  Policy 
Staff,  Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Office  of  Health  Affairs 
(HFY-20).  5600  Fishers  Lane,  Rockville. 
MD  20857,  301  443-1382 

RIN:  0905-AD16 


874.  RETENTION  OF 
BIOAVAILABILITY  AND 
BIOEQUIVALENCE  TESTING 
SAMPLES 

Significance:  Regulatory  Program 

Legal  Authority:  21  USC  201;  21  USC 
301;  21  USC  501;  21  USC  502;  21  USC 
503;  21  USC  505;  21  USC  506:  21  USC 
507;  21  USC  701 

CFR  Citation:  21  CFR  312;  21  CFR  314; 
21  CFR  320 

Legal  Deadline:  None 

Abstract:  On  November  8, 1990,  FDA 
issued  an  interim  rule  elective  upon 
date  of  publication,  with  opportunity  for 
public  conunent.  The  interim  rule 
requires  the  retention  for  a  specified 
period  of  reserve  samples  of  the  drug 
products  used  to  conduct  bioavailability 
or  bioequivalence  studies  of  drug 
products  and,  when  specifically 
requested,  to  release  the  reserve 


samples  to  FDA.  The  agency  has 
reviewed  the  public  comments 
submitted  in  response  to  the  interim 
rule  and  is  preparing  a  Federal  Register 
document  that  will  respond  to  these 
comments. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  11/08/90  55  FR  47034 

Rule 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Marilyn  L  Watson, 
Special  Assistant  to  the  Director,  , 
Division  of  Regulatory  Affairs, 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-360), 
7500  Standish  Place,  Rockville,  MD 
20855,  301  295-8038 

RIN:  0905-AD17 


875.  INVESTIGATIONAL  NEW  DRUG, 
ANTIBIOTIC  AND  BIOLOGICAL  DRUG 
PRODUCT  APPLICATIONS; 

PROPOSED  AMENDMENT  TO 
SECTIONS  ON  CLINICAL  HOLD  AND 
TERMINATION 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  201;  21  USC 
301;  21  USC  501;  21  USC  502;  21  USC 
503;  21  USC  505;  21  USC  506;  21  USC 
507;  21  USC  701 

CFR  Citation:  21  CFR  312 
Legal  Deadline:  None 

Abstract  FDA  has  proposed  to  amend 
its  regulations  governing  investigational 
new  drug  (IND)  applications  to  include 
additional  grounds  for  placing  an 
investigation  on  “clinical  hold"  and  for 
terminating  an  IND.  Under  the 
amendments,  FDA  may  require  a 
sponsor  to  cease  distributing  an 
experimental  drug  in  an  open, 
nonconcurrently  controlled 
investigation  if  any  of  several  specified 
conditions  exist.  These  amendments 
will  help  to  implement  a  proposed  PHS 
policy  on  expanded  availability  of  INDs 
through  a  parallel  track  mechanism  for 
people  with  AIDS  or  HTV-related 
disease. 
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Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/21/90  55  FR  20802 

NPRM  Comment  07/20/90  55  FR  20802 

Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Philip  L  Chao, 
Regulatory  Counsel,  Division  of 
Regulatory  Affairs,  Department  of 
Health  and  Human  Services,  Food  and 
Drug  Administration,  Center  for  Drug 
Evaluation  and  Research  (HFD-362), 
7500  Standish  Lane,  Rockville,  MD 
20855,  301  295-8049 

RIN:  0905-AD19 


876.  FEES  FOR  CERTIFICATION 
SERVICES;  INSUUN  AND  COLOR 
ADDITIVE  CERTIFICATION 
PROGRAMS 

Significance:  Agency  Priority 

Legal  Authority:  21  USC  502;  21  USC 
506;  21  USC  701;  21  USC  706 

CFR  Citation:  21  CFR  80.10;  21  CFR 
429.55 

Legal  Deadline:  None 

Abstract  In  the  Federal  Register  of 
October  4, 1991  (56  FR  50248),  FDA 
issued  an  interim  rule  effective  on 
November  4, 1991  with  opportunity  for 
public  comment,  revising  the  fee 
schedule  for  insulin  certification 
services.  The  fees  are  intended  to 
recover  the  full  costs  of  operation  of 
FDA’s  insulin  certification  program, 
including  the  unfunded  liability  of  the 
Civil  Service  Retirement  Fimd  and 


appropriate  overhead  costs  of  the 
Public  Health  Service  and  Department 
of  Health  and  Human  Services.  FDA  is 
also  considering  similar  amendments  to 
the  regulations  governing  fees  for  the 
color  additive  certification  program. 

Timetable: _ 

Action  Date  FR  Cite 

Interim  Final  10/04/91  56  FR  50248 

Rule  (InsuKn) 

Final  Action  10/00/92 

(Color 
Additives) 

Small  Entitlee  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  David  R.  Petak,  Chief, 
Accounting  Branch,  Office  of 
Management,  Department  of  Health  and 
Human  Services,  Food  and  Drug 
Administration,  5600  Fishers  Lane, 
Rockville,  MD  20857,  301  443-1766 

RIN:  0905-AD34 


877.  USE  OF  ASEPTIC  PROCESSING 
AND  TERMINAL  STERIUZATION  IN 
THE  PREPARATION  OF  STERILE 
PHARMACEUTICALS  FOR  HUMAN 
AND  VETERINARY  USE 

Legal  Authority:  21  USC  351  Federal 
Food,  Drug,  and  Cosmetic  Act;  21  USC 
355  Federal  Food,  Drug,  and  Cosmetic 
Act;  21  USC  360b  Federal  Food,  Drug, 
and  Cosmetic  Act;  21  USC  371(a) 
Federal  Food,  Drug,  and  Cosmetic  Act 

CFR  Citation:  21  CFR  314;  21  CFR  514 
Legal  Deadline:  None 

Abstract  Sterile  drug  products  may  be 
prepared  by  two  principal  processes  - 
aseptic  processing  and  terminal 


sterilization.  The  agency  has  concluded 
that  terminal  sterilization,  when 
properly  performed,  results  in  drug 
products  with  a  higher  statistical 
probability  of  sterility  than  those  drug 
products  that  are  aseptically  processed. 
As  a  matter  of  agency  practice,  FDA 
recently  began  asking  applicants  who 
are  seeking  marketing  approval  of 
sterile  drug  products  for  human  use  to 
use  terminal  sterilization  whenever 
feasible.  The  proposed  rule  codifies  the 
agency’s  policy  on  the  preparation  of 
sterile  drug  products.  1110  agency  will 
review  the  public  comments  submitted 
in  response  to  the  proposed  rule  and 
prepare  a  Federal  Register  document 
that  will  respond  to  these  comments. 

Timetable: 


Action 

Date 

FR  Cne 

NPRM 

11/11/91 

56  FR  51354 

NPRM  (Extension 
of  Comment 
Period) 

12/09/91 

56  FR  64216 

NPRM  Comment 
Period  End 

12/10/91 

56  FR  51354 

Final  Action 

04/00/93 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Marilyn  L  Watson, 
Special  Assistant  to  the  Director, 
Division  of  Regulatory  Affairs, 
Department  of  Health  and  Human 
Services,  Food  and  Drug 
Administration,  Center  for  Drug 
Evaluation  and  Research,  7500  Standish 
Place,  Rockville,  MD  20855,  301  295-8038 

RIN:  0905-AD45 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Completed  Actions 

Public  Health  Service  (PHS)~Food  and  Drug  Administration  (FDA) _ 


878.  FOOD  LABELING;  HEALTH 
MESSAGES  AND  LABEL 
STATEMENTS 

Significance:  Regulatory  Program 
CFR  Citation:  21  CFR  101 

Completed: _ 

Reason  Date  FR  Cite 

Merged  vrith  RIN  11/27/91 
0905-AD06 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact  V.  P.  Frattali,  202  245- 
1064 

RIN:  0905-AB67 


879.  FOOD  LABELING:  DEFINITIONS 
OF  NUTRIENT  CONTENT  CLAIMS  FOR 
THE  FAT,  FATTY  ACID,  AND 
CHOLESTEROL  CONTENT  OF  FOOD 

Significance:  Regulatory  Program 

CFR  Citation:  21  CFR  101.9;  21  CFR 
101.25 


Completed: _ 

Reason  Date  FR  Cite 

Merged  with  RIN  11/27/91 
0905-AD08 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Virginia  L.  Wilkening, 
202  245-1561 

RIN:  0905-AB68 
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880.  DRUG  EXPORTS 

CFR  Citation:  Not  yet  determined 

Compieted;  _ _ 

Reason  Date  FR  Cite 

Withdrawn  -  01/15/92 

regulations  are 
urmecessary  at 
this  time 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Gail  P.  Middlekau^, 
301  295-8046 

RIN:  0905-AC44 


881.  FRUIT  AND  VEGETABLE  JUICE 
PERCENTAGE  LABELING 

Significance:  Agency  Priority 
CFR  Citation:  21  CFR  102.33 

Completed: _ 

Reason  Date  FR  Cite 

Merged  vrith  RIN  11/27/91 
0905- AO08 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  F.  Edward 
Scarbrough,  202  245-1561 

RIN:  0905-AC48 


882.  MEDICAL  DEVICE  REPORTING 
Significance:  Regulatory  Program 
CFR  Citation:  21  CFR  803 

Completed^ _ 

Reason  Date  FR  Cite 

Merged  with  RIN  01/14/92 
0905-AD59 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  loseph  Sheehan,  301 
443-4874 

RIN:  0905-AD38 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHS)— Health  Resources  and  Services  Administration  (HRSA) _ 


883.  NATIONAL  HEALTH  SERVICE 
CORPS  LOAN  REPAYMENT 
PROGRAM;  GRANTS  FOR  STATE 
LOAN  REPAYMENT  PROGRAMS 

Significance:  Regulatory  Program 
Legal  Authority:  PL  100-177;  PL  101-597 

CFR  Citation:  42  CFR  62.21  to  62.30;  42 
CFR  62.51  to  62.58 

Legal  Deadline:  None 

Abstract  The  National  Health  Service 
Corps  (NHSC)  Revitalization 
Amendments  of  1990,  PL  101-597, 
amends  Section  338B  of  the  PHS  Act 
which  authorizes  the  NHSC  Loan 
Repayment  Program.  These 
Amendments  also  revise  the  State  Loan 
Repayment  Program  at  Section  3381  of 
the  PHS  Act.  The  interim  rule  relating 
to  both  these  programs  as  published 
April  3, 1989,  will  be  revised  to  reflect 
the  1990  amendments.  Regulations 
governing  the  Special  Repayment 
Program  established  under  PL  100-177 
were  published  on  11/6/91  in  final  form 
under  RIN:  0905-AD58,  separate  from 
this  NPRM  (RIN:  0905-AC65).  The 
amended  NHSC  Loan  Repayment 
Program  (RIN:  0905-AD57)  removes  the 
provision  which  limits  the  Secretary’s 
loan  repayment  to  one  month  in 
advance  of  services. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  04/03/89  56  FR  13458 

Rule 

NPRM  09/00/92 


Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Rhoda  Abrams. 
Director.  Office  of  Program  and  Policy 
Development,  BHCDA,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  5600  Fishers  Lane, 
Room  7-34,  Rockville.  MD  20857,  301 
443-2330 

RIN:  0905-AC65 


884.  GRANTS  FOR  COMMUNITY 
HEALTH  CENTERS 

Legal  Authority:  PL  100-386;  PL  95-626; 
PL  99-280;  PL  101-527 

CFR  Citation:  42  CFR  51c 
Legal  Deadline:  None 

Abstract:  This  regulation  will  amend 
the  existing  regulations  at  42  CFR  51c, 
subparts  A  to  E,  to  bring  them  into 
conformance  with  amendments  to 
Section  330  of  the  Public  Health  Service 
Act  which  were  enacted  in  1986, 1988, 
and  1990.  These  include  extension  of 
the  program  authorization,  addition  of 
capital  construction  authority,  and 
changes  regarding  program  income  and 
services.  PL  99-280  requires  that  the 
Secretary  consult  with  the  Chief 
Executive  Officer  and  local  officials  of 
a  State  in  publishing  Medically 
Underserved  Population  designation 
criteria  and  in  designating  or  de- 
designating  Medically  Underserved 
Populations.  The  amendment  also 
requires  the  Secretary  to  consult  with 


State  organizations  representing  a 
majority  of  Community  Health  Centers 
in  ffie  State.  The  most  recent 
amendment  reauthorizes  the  program 
through  fiscal  year  1994  and  requires 
CHCs  to  provide  multilingual  personnel 
(translation  services]  in  cases  where  a 
substantial  number  of  their  patients  are 
of  limited  English-speaking  ability. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/92 

NPRM  Comment  09/00/92 
Period  End 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Rhoda  Abrams, 

Director.  Office  of  Program  and  Policy 
Development,  BHCDA,  Department  of 
Health  and  Human  Services,  Health 
Resources  and  Services  Administration, 
5600  Fishers  Lane,  Room  7-34, 

Rockville.  MD  20857,  301  443-2330 

RIN:  0905-AC85 


885.  GRANTS  FOR  MIGRANT  HEALTH 
SERVICES 

Legal  Authority:  PL  100-386;  PL  95-626; 
PL  101-527 

CFR  Citation:  42  CFR  56 
Legal  Deadline:  None 

Abstract:  This  regulation  will  amend 
the  existing  regulations  at  42  CFR  56, 
subparts  A  to  H.  to  bring  them  into 
conformance  with  amendments  to 
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section  329  of  the  PHS  Act.  They  were 
enacted  in  1986, 1988  and  1990.  These 
include  extension  of  the  program 
authorization,  addition  of  perinatal 
program  authorization,  addition  of 
capital  construction  authority,  and 
changes  regarding  program  income  and 
services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/93 

SmaN  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Rhoda  Abrams, 
Director,  Office  of  Program  and  Policy 
Development,  BHCDA,  Department  of 
Health  and  Human  Services,  Health 
Resources  and  Services  Administration, 
5600  Fishers  Lane,  Room  7-34, 

Rockville,  MD  20857,  301  443-2330 

RIN:  0905-AC86 

886.  ORGAN  PROCUREMENT  AND 
TRANSPLANTATION  NETWORK 
RULES 

Significance:  Agency  Priority 


Leg^  Authority:  42  DSC  1320b-8 
section  1138  of  the  Social  Security  Act: 

42  use  274  Section  372  of  the  Public 
Health  Service  Act 

CFR  Citation:  42CFR121 
Legal  Deadline:  None 

Abstract  Section  1138  of  the  Social 
Security  Act  requires  Medicare  and 
Medicaid  participating  hospitals  that 
perform  organ  transplants  to  be 
members  of  and  abide  by  the  rules  and 
requirements  of  the  Organ  Procurement 
and  Transplantation  Network  (OPTN) 
as  established  by  section  372  of  the 
Public  Health  Service  Act.  Section  1138 
also  requires  that  for  organ 
procurement  costs  attributable  to 
payments  to  an  Organ  Procurement 
Organization  (OPO)  to  be  paid  by 
Medicare  or  Medicaid,  the  OPO  must 
be  a  member  of  and  abide  by  the  rules 
and  requirements  of  the  OPTN.  No 
other  entity  (for  example,  a 
histocompatibility  laboratory)  is 
required  to  be  a  member  of  or  abide  by 
the  rules  of  the  OPTN  imder  the 
provisions  of  the  statute.  It  is  the 
Department’s  position  that  no  rule, 
requirement,  policy,  or  other  issuance  of 


the  OPTN  will  be  considered  to  be  a 
“rule  or  requirement"  of  the  Network 
within  the  meaning  of  section  1138 
unless  the  Secretary  has  formally 
approved  that  rule.  The  OPTN  is 
currently  in  operation  and  these  rules 
will  impose  no  further  cost  or  provide 
any  beneht  other  than  that  which  now 
exists. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

NPRM  Comment  11/00/92 
Period  End 

Small  Entitle*  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Judy  Braslow, 
Director,  Division  of  Organ 
Transplantation,  Bureau  of  Health 
Resources  Development,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  Room  llA-22,  Paridawn 
Building,  5600  Fishers  Lane,  Rockville, 
MD  20857,  301  443-7577 

RIN:  0905-AD26 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Final  Rule  Stage 

Public  Health  Service  (PHS)— Health  Resources  and  Services  Administration  (HRSA)  _ 


887.  HEALTH  EDUCATION 
ASSISTANCE  LOAN  (HEAL) 
PROGRAM:  PERFORMANCE 
STANDARDS 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  216;  42  USC 
294  to  2941 

CFR  Citation:  42  CFR  60 
Legal  Deadline:  None 

Abstract  This  rule  amends  existing 
regulations  governing  the  HEAL 
program  to  establish  performance 
standards  against  which  school,  lender, 
and  holder  default  rates  would  be 
measured.  These  standards  would 
provide  schools,  lenders,  and  holders  a 
greater  incentive  to  wotic  to  maintain 
low  HEAL  default  rates  and,  thus, 
improve  the  long-term  solvency  of  the 
Student  Loan  Insurance  Fund. 


Timetable: _ 

Action  Date  FR  Cite 


NPRM  10/01/90  55  FR  40140 

NPRM  Comment  11/30/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  James  W.  Farrington, 
D.M.D.,  Deputy  Director,  Division  of 
Student  Assistance.  BHPr,  Department 
of  Health  and  Human  Services,  Health 
Resources  and  Services  Administration, 
5600  Fishers  Lane,  Room  8-48,  Parklawn 
Building.  Rockville,  MD  20857,  301  443- 
1173 

RIN:  0905-AC87 


888.  HEALTH  EDUCATION 
ASSISTANCE  LOAN  (HEAL) 
PROGRAM:  IMPLEMENTATION  OF 
PUBLIC  LAW  100-607 

Legal  Authority:  42  USC  216;  42  USC 
294  to  2941 


CFR  Citation:  42  CFR  60 
Legal  Deadline:  None 

Abstract  This  final  rule  amends  the 
existing  regulations  governing  the 
Health  Education  Assistance  Loan 
(HEAL)  program  under  sections  727- 
739A  of  the  Act  to  incorporate 
amendments  to  the  program  made  by 
the  Health  Professions  Reauthorization 
Act  of  1988  (Title  VI  of  Pub.  L  100-607). 

Timetable: 

Action  Date  FR  Cite 

Final  Action  04/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Stuart  Weiss,  Chief, 
Health  Ed.  Asst.  Loan  Branch.  Bureau 
of  Health  Professions,  Department  of 
Health  and  Human  Services,  Public 
Health  Service.  Room  8-29,  Parklawn 
Building.  5600  Fishers  Lane,  Rockville, 
MD  20857,  301  443-1540 

RIN:  0g05-AD05 
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889.  HEALTH  EDUCATION 
ASSISTANCE  LOAN  (HEAL) 

PROGRAM:  POSTJUDGMENT 
COLLECTIONS 

Legal  Authority:  42  USC  216;  42  USC 
294  to  2941 

CFR  Citation:  42CFR60 
Legal  Deadline:  None 

Abstract:  In  accordance  with  the 
statutory  requirement  in  the  Drug 
Abuse  Treatment  Technical  Corrections 
Act  of  1989,  which  amended  section 
733(h)(2)  of  the  Public  Health  Service 
Act,  this  rule  would  amend  existing 
regulations  governing  the  Health 
Education  Assistance  Loan  (HEAL) 
program  to  specify  postjudgment 
collection  procedures  which  a  lender  or 
holder  must  follow  prior  to  filing  a 
default  claim. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/31/90  55  FR  35687 

NPRM  Comment  10/30/90 
Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Michael  Heningburg, 
Director,  Division  of  Student 
Assistance.  BHPr,  Department  of  Health 
and  Human  Services,  Health  Resources 
and  Services  Administration,  Room  8- 
48,  Parklawn  Building.  5600  Fishers 
Lane.  Rockville.  MD  20857,  301  443-1173 

RIN:  0905-ADll 


890.  VACCINE  INJURY 
COMPENSATION:  CALCULATION  OF 
COST  OF  HEALTH  INSURANCE 

Legal  Authority:  42  USC  216;  42  USC 
300aa-15 


CFR  Citation:  42  CFR  100  (Proposed) 
Legal  Deadline:  None 

Abstract:  The  National  Vaccine  Injury 
Compensation  program,  administered 
by  the  Secretary,  and  governed  by 
Subtitle  2  of  Title  XXI  of  the  Public 
Health  Service  Act,  provides  that  a 
proceeding  for  compensation  of  a 
vaccine-related  injury  or  death  shall  be 
initiated  by  service  upon  the  Secretary 
and  the  filing  of  a  petition  with  the 
United  States  Claims  Court.  It  is  the 
purpose  of  this  final  rule  to  set  out  the 
amount  to  be  deducted  from  the  award 
of  compensation  which  reflects  the 
average  cost  of  a  health  insurance 
policy. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/28/91  56  FR  29608 

NPRM  Comment  08/27/91 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Thomas  Balbier, 
Director,  Division  of  Vaccine  Injury 
Compensation,  BHPr,  Department  of 
Health  and  Human  Services,  Health 
Resources  and  Services  Administration, 
Suite  702,  Montrose  Building,  6001 
Montrose  Road,  Rockville,  Maryland 
20852,  301  443-6593 

RIN:  090&-AD25 


891.  NATIONAL  HEALTH  SERVICE 
CORPS  LOAN  REPAYMENT 
PROGRAM 

Legal  Authority:  PL  100-177;  42  USC 
2541-1 

CFR  Citation:  42  CFR  62.25(a] 

Legal  Deadline:  None 


Abstract:  Abstract  LRP  ~  This 
amendment  revises  section  62.25(a)  of 
the  interim  rule  for  the  National  Health 
Service  Corps  Loan  Repayment  Program 
(LRP)  as  published  April  3, 1989.  The 
LRP  authorizes  the  Secretary  to  repay  a 
participant's  health  professions 
educational  loans  in  exchange  for 
health  services  provided  in  a  federally 
designated  health  professions  shortage 
area  for  a  certain  period  of  time.  Loan 
repayments  by  the  Secretary  in 
advance  of  a  participant's  service  are 
limited  to  one  month  or  less.  The 
amendment  removes  the  provision 
which  limits  the  Secretary's  payment  to 
one  month  in  advance  of  services  since 
the  restrictive  payment  schedule  has 
had  an  adverse  effect  on  the  successful 
implementation  of  the  LRP.  Deleting  the 
payment  limitation  permits  the  program 
lump-sum  payments  near  the  beginning 
of  a  participant's  service,  thereby 
increasing  the  attractiveness  of  the  LRP. 
The  other  subparts  of  the  interim  rule 
will  be  revised  to  reflect  the  National 
Health  Service  Corps  Revitalization 
Amendments  of  1990,  and  will  be 
published  as  an  NPRM  (RIN:  0905- 
AC65)  in  the  near  future.  These 
amendments  do  not  address  the 
payment  schedule  issue. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Rhoda  Abrams, 
Director,  Ofhce  of  Program  and  Policy 
Development,  BHCDA,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  Parklawn  Bldg.  Room  7- 
34,  5600  Fishers  Lane,  Rockville,  MD 
20857,  301  443-2330 

RIN:  0905-AD57 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Completed  Actions 
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892.  DESIGNATION  OF  MENTAL 
HEALTH  PROFESSIONAL  SHORTAGE 
AREAS 

CFR  Citation:  42  CFR  5 
Completed: 

Reason  Date  FR  Cite 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Rhoda  Abrams,  301 
443-2330 

RIN:  0g05-AC68 


893.  GRANTS  FOR  HOSPITAL 
CONSTRUCTION  AND 
MODERNIZATION;  FEDERAL  RIGHT 
OF  RECOVERY  AND  WAIVER  OF 
RECOVERY 

CFR  Citation:  42  CFR  124.708 


Final  Action 
Final  Action 
Effective 


01/22/92  57  FR  2473 
01/22/92  57  FR  2473 
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Completed: 

Reason  Date  FR  Cite 

Finai  Action  03/09/92  57  FR  8271 

Final  Action  03/09/92 

Effective 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 


Agency  Contact  Emily  Haley.  301  443- 
5400 

RIN:  0905-AD27 


894.  NATIONAL  HEALTH  SERVICE 
CORPS  SPEaAL  REPAYMENT 
PROGRAM— SUBPART  D 

CFR  Citation:  42  CFR  62.73 


Completed: 

Reason  Date  FR  Cite 

Final  Action  11/06/91  56  FR  56596 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Rhoda  Abrams,  301 
443-2330 

RIN:  0905-AD58 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHS) — Indian  Health  Service  (IHS) 


695.  INDIAN  HEALTH  SERVICE  LOAN 
REPAYMENT  PROGRAM 
REGULATIONS 

Legal  Authority:  PL  100-713 
CFR  Citation:  42  CFR  36 
Legal  Deadline:  None 

Abstract  Public  Law  100-713,  enacted 
November  23. 1988,  authorized  a 
program  in  which  health  professionals 
would  have  their  health  professions 
education  loans  repayed  in  amounts  up 
to  a  maximum  of  $25,000  per  year  in 
exchange  for  service  in  an  Indian 
health  program.  The  Secretary  is 
directed  to  implement  some  provisions 
by  regulations,  i.e.,  waiver  provision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/92 

NPRM  Comment  06/00/92 
Period  Erxl 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Wesley  Picdotti. 
Chief.  Scholarship  Branch,  Indian 
Health  Service,  Department  of  Health 
and  Human  Services.  Public  Health 
Service.  12300  Twinbrook  Parkway. 
Suite  100,  Rockville,  MD  20852,  301  443- 
6197 

RIN:  0905-AC96 


896.  INDIAN  HEALTH  CATASTROPHIC 
HEALTH  EMERGENCY  FUND 
PROGRAM 

Legal  Authority:  PL  100-713 
CFR  Citation:  42  CFR  36 
Legal  Deadline:  None 

Abstract  Public  Law  100-713,  enacted 
November  23, 1988,  authorized  a  new 
program  establishing  a  catastrophic 
health  emergency  fund.  The  Secretary  is 


directed  to  establish  the  program  by 
regulations  consistent  with  provisions 
of  the  Law  including  a  definition  of  a 
catastrophic  disease. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

NPRM  Comment  07/00/92 
Period  End 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Richard  ).  McCloskey, 
Dir.,  Div.  of  Legislation  and 
Regulations,  Indian  Health  Service, 
Department  of  Health  and  Human 
Services.  Public  Health  Service.  Rm. 
8A23.  Parklawn  Bldg.,  5600  Fishers 
Lane.  Rockville.  MD  20857,  301  443-1116 

RIN:  0905-AC97 


897.  REVISION  OF  INDIAN  SELF- 
DETERMINATION  REGULATIONS 

Significance:  Regulatory  Program 

Legal  Authority:  25  USC  450;  PL  100- 
202;  PL  100-446:  PL  100-472;  PL  100-581 

CFR  Citation:  42  CFR  36;  48  CFR  380.4; 
48  CFR  352.280-4 

Legal  Deadline:  NPRM,  Statutory.  May 
5, 1989.  Final,  Statutory,  August  5. 1989. 

Abstract  Public  Law  93-638  passed  in 
1975,  requires  the  IHS  to  turn  over 
administrative  responsibility  to  tribes 
so  requesting,  using  the  mechanism  of 
contracting.  Public  Law  93-638  also 
authorizes  the  IHS  to  make  grants  to 
tribe(s)  for  the  planning,  development, 
and/or  operations  of  health  programs. 
Public  Law  100-472,  enacted  October  5, 
1988,  significantly  expands  the  scope  of 
programs  covered  beyond  those 
administered  by  IHS.  This  Act  further 
provided  that  all  contracting 
requirements  be  contained  in 


regulations  promulgated  in  final  within 
ten  months  of  enactment.  The  Law 
provides  for  tribal  consultation  and 
participation  in  the  development  of  the 
regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

NPRM  Comment  11/00/92 
Period  End 

Final  Action  09/00/93 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Procurement:  This  is  a  procurement- 
related  action  for  which  there  is  a 
statutory  requirement.  There  is  a 
paperwork  burden  associated  with  this 
action. 

Additional  Information:  l.  The  Act  (P.L. 
100-472)  provides  that  except  for 
construction  contracts,  the  Office  of 
Federal  Procurement  Policy  Act  and 
Federal  Acquisition  Regulations  shall 
not  apply  to  self-determination 
contracts.  Therefore,  implementing 
regulations  for  the  Indian  Self- 
Determination  Act  amendments  will 
include  a  subpart  on  construction 
contracts,  which,  unlike  other  self- 
determination  awards  will  be  made 
subject  to  certain  procurement  rules 
(e.g..  FARa  HSARS,  FSARS).  2.  There 
is  a  statutory  requirement  to  implement 
P.L  93-638  regulations.  3.  There  is  a 
paperwork  burden  associated  with  the 
action.  It  will  be  included  with  the 
overall  clearance  package. 

Agency  Contact  Ridiard  |.  McCloskey. 
Dir.,  Div.  of  Legislation  and 
Regulations.  Indian  Health  Service. 
Department  of  Health  and  Human 
Services.  Public  Health  Service.  Rm. 
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8A23,  Parklawn  Bldg.,  5600  Fishers 
Lane,  Rockville,  MD  20857,  301  443-1116 

RIN:  0905-AC98 


898.  REVISION  OF  URBAN  INDIAN 
HEALTH  REGULATIONS 

Legal  Authority:  PL  100-713 
CFR  Citation:  42CFR36 
Legal  Deadline:  None 

Abstract  P.L  100-713,  enacted 
November  23, 1988,  requires  the 
Secretary  to  prescribe  by  regulation,  the 
criteria  for  selecting  urban  Indian 
organizations  to  enter  into  contracts. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

NPRM  Comment  07/00/92 
Period  End 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact  Richard  J.  McCIoskey, 
Dir.,  Div.  of  Legislation  and 
Regulations,  Indian  Health  Service, 
OPEL,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
Parklawn  Building,  Room  8A-23,  5600 
Fishers  Lane,  Rockville,  MD  20857,  301 
443-1116 

RIN:  0905-/VD20 


899.  CHSDA  EXPANSION  FOR  GRAND 
TRAVERSE  BAND  OF  OTTAWA  AND 
CHIPPEWA  INDIANS  OF  MICHIGAN 

Legal  Authority:  25  USC  13;  42  USC 
2001 

CFR  Citation:  42  CFR  36.22(b] 

Legal  Deadline:  None 

Abstract  Regulations  at  42  CFR 
36.22(b)  specify  that  only  the  Secretary 
of  DIfflS  may  redesignate  the  CHSDA 
established  under  42  CFR  36.22(a). 
Moreover,  any  such  redesignation  must 
be  made  in  accordance  with  procedures 


of  the  Administrative  Procedures  Act  (5 
U.S.C.  553),  that  is,  by  amending  the 
regulation  IHS  is  proposing  to 
redesignate  the  Grand  Traverse  CHSDA 
to  include  Antrim,  Benzie.  Grand 
Traverse,  Leelanau,  Manistee,  and 
Charlevoix  Counties  in  Michigan. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

NPRM  Comment  07/00/92 
Period  End 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Richard  ).  McCIoskey, 
Director,  Division  of  Legislation  and 
Regulations,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
8A-23,  5600  Fishers  Lane,  Rockville,  MD 
2085,  301  443-1116 

RIN:  0905-AD61 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Final  Rule  Stage 

Public  Health  Service  (PHS)— Indian  Health  Service  (IHS)  _ 


900.  REVIEW  OF  THE 
DETERMINATION  OF  AN  INDIAN 
TRIBE’S  RESOURCE  DEFICIENCY 
LEVEL 

Legal  Authority:  PL  100-713 
CFR  Citation:  42  CFR  36 
Legal  Deadline:  None 

Abstract  P.L.  100-713,  enacted 
November  23, 1988,  requires  the 
Secretary  to  establish,  by  regulation, 
procedures  which  would  allow  any 


Indian  tribe  to  petition  the  Secretary  for 
a  review  of  any  determination  of  the 
health  resources  deficiency  level  of 
such  tribe. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/10/91 

NPRM  Comment  12/09/91 
Period  End 

Final  Action  00/00/00 

Small  Entitles  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact:  Richard  ).  McCIoskey, 
Dir.,  Div.  of  Legislation  and 
Regulations,  Indian  Health  Service, 
OPEL,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
Parklawn  Building,  Room  8A-23,  5600 
Fishers  Lane,  Rockville,  MD  20857,  301 
443-1116 

RIN:  0905-AD21 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposed  Rule  Stage 

Public  Health  Service  (PHS)~National  institutes  of  Heaith  (NiH) 


901.  GRANTS  FOR  RESEARCH 
PROJECTS 

Legal  Authority:  21  USC  360ii;  21  USC 
1177;  42  USC  216;  42  USC  241;  42  USC 
242a;  42  USC  285a;  42  USC  285g-4;  42 
USC  286b-4;  42  USC  290bb;  42  USC 
300a-2;  42  USC  300a-4;  42  USC  300z-7; 
42  USC  300CC-14;  42  USC  300CC-15;  42 
USC  300CC-20;  ... 

CFR  Citation:  42  CFR  52 


to  1)  correct  PHS  Act  section  numbers, 
2)  show  their  applicability  to  new 
programs  resulting  from  enactment  of 
PL  99-158,  PL  100-607,  provisions  of 
Title  IX  of  PL  99-660,  and  PL  101-613,  3) 
update  the  list  of  other  HHS  regulations 
and  policies  that  apply,  and  4)  make 
other  minor  language  changes. 

Timetable: 

Action  Date  FR  Cite 


Government  Levels  Affected:  Local, 
State,  Federal 

Additional  Information:  42  USC  300cc- 
20;  42  USC  300cc-41;  42  USC  7403 

Agency  Contact  John  J.  Migliore,  NIH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  National 
Institutes  of  Health,  9000  Rockville  Pike, 
31/3B07,  Bethesda,  MD  20892,  301  496- 
4606 


Legal  Deadline:  None 


NPRM  05/00/92 


RIN:  0905-AC02 


Abstract  Regulations  covering  grants  Small  Entities  Affected:  Undetermined 
for  research  projects  will  be  amended 
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902.  SPECIAL  VOLUNTEER  SERVICES 
AT  THE  NATIONAL  INSTITUTES  OF 
HEALTH 

Legal  Authority:  42  USC  216;  42  USC 
282(b)(10);  42  USC  284(bKl)(k) 

CFR  Citation:  45  CFR  57A 
Legal  Deadline:  None 

Abstract  Sections  402  and  405  of  the 
PHS  Act  authorize  the  Secretary,  HHS, 
acting  through  the  Director,  NIH,  and 
the  Directors  of  NIH  organizations  with 
appropriate  delegated  authority  to 
accept  services  of  special  volunteers 
provided  without  NIH  compensation  in 
support  of  NIH  functions.  These  new 
regulations  will  describe  the  process  for 
accepting  and  using  these  volunteer 
services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Stephen  C.  Benowitz. 
Director,  Division  of  Persormel 
Management,  Department  of  Health  and 
Human  Services,  Public  Health  Service, 
NIH,  Bldg.  1,  Rm.  Bl-60,  9000  Rockville 
Pike.  Bethesda,  MD  20892,  301  496-3592 

RIN:  0905-AC95 


903.  NATIONAL  INSTITUTES  OF 
HEALTH  AIDS  RESEARCH  LOAN 
REPAYMENT  PROGRAM 

Legal  Authority:  42  USC  216;  42  USC 
288-1 

CFR  Citation:  42  CFR  68 
Legal  Deadline:  None 

Abstract  Section  634  of  PL  100-607 
creates  a  new  program  through  which 
health  professionals  can  obtain 
federally  funded  repayment  of 
educational  loans  by  conducting  AIDS 
research  as  NIH  employees.  The  new 
regulations  will  cover  this  program. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Marc  Horowitz, 
Director,  NIH  AIDS  Research  Loan 
Repayment  Program.  Department  of 
Health  and  Human  Services,  Public 


Health  Service,  Office  of  AIDS 
Research,  National  Institutes  of  Health, 
9000  Rockville  Pike,  Bethesda.  MD 
20892,  301  496-0357 

RIN:  0905-AD18 


904.  TRAINEESHIPS 

Legal  Authority:  42  USC  284(b)(1)(C); 
42  USC  287C-1;  42  USC  290aa(l);  42  USC 
216;  42  USC  286b-3 

CFR  Citation:  42  CFR  63 
Legal  Deadline:  None 

Abstract  Current  regulations  at  42  CFR 
63  will  be  revised  in  their  entirety  to 
cover  traineeships  awarded  by  NIH  and 
ADAMHA  under  the  authority  provided 
in  sections  405(b)(1)(C),  484,  and  501(1) 
of  the  PHS  Act. 

Timetable: _ _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  John  Migliore,  NIH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  National  Institutes  of 
Health,  9000  Rockville  Pike,  Bldg.  31, 
Rm.  3B11.  Bethesda.  MD  20892,  301  496- 
4606 

RIN:  0905-AD28 


905.  HAZARDOUS  SUBSTANCES 
BASIC  RESEARCH  AND  TRAINING 
GRANTS 

Legal  Authority:  42  USC  9660;  42  USC 
216 

CFR  Citation:  42  CFR  65a 
Legal  Deadline:  None 

Abstract  Regulations  will  be 
promulgated  to  implement  the  authority 
in  section  311  of  PL  99-499  for  the 
Secretary,  in  consultation  with  the 
Administrator  of  the  Environmental 
Protection  Agency,  to  establish  and 
support  a  hazardous  substances  basic 
research  and  training  (including 
epidemiologic  and  ecologic  studies) 
program. 

Timetable:  _ _ _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 


Agency  Contact  Dr.  William  A.  Suk. 
Program  Administrator,  Division  of 
Extramural  Research  and  Training, 
Department  of  Health  and  Human 
Services,  Public  Health  Service,  NIEHS. 
P.O.  Box  12233,  Research  Triangle  Park. 
NC  27709.  919  541-0797 

RIN:  0905-AD46 


906.  MINORITY  BIOMEDICAL 
RESEARCH  SUPPORT  PROGRAM 

Legal  Authority:  42  USC  216;  42  USC 
241(a)(3) 

CFR  Citation:  42  CFR  52c 
Legal  Deadline:  None 

Abstract  NIH  regulations  concerning 
the  Minority  Biomedical  Research 
Support  (MBRS)  Program  will  be 
amended  to  (1)  change  the  name  of  Part 
52c  to  correspond  to  the  present  name 
of  the  program,  (2)  update  the  authority 
citation  and  section  52c.7,  and  (3)  revise 
the  definition  of  “ethnic  minorities”  in 
section  52c.2  to  correspond  to  the 
present  operational  definition  used  in 
update  administering  the  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  John  ].  Migliore,  NIH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  National  Institutes  of 
Health,  9000  Rockville  Pike,  Bldg.  31, 
Rm.  3B11,  Bethesda,  Maryland  20892, 
301  496-4606 

RIN:  0905-AD47 


907.  NATIONAL  HEART,  LUNG,  AND 
BLOOD  INSTITUTE  GRANTS  FOR 
PREVENTION  AND  CONTROL 
PROJECTS 

Legal  Authority:  42  USC  216;  42  USC 
285b-l 

CFR  Citation:  42  CFR  52e 
Legal  Deadline:  None 

Abstract  NIH  regulations  covering 
NHLBI  grants  for  prevention  and 
control  projects  will  be  amended  to 
correct  PHS  Act  section  numbers. 
Additionally,  the  listing  of  other  HHS 
regulations  and  policies  that  apply  will 
be  updated. 
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Timetable:  _  _____ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  }ohn  ).  Migliore,  NIH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  National  Institutes  of 
Health,  9000  Rockville  Pike,  Bldg.  31, 
Rm.  3B11,  Bethesda,  Maryland  20892, 
301  496-4606 

RIN:  0905-AD48 


908.  NATIONAL  INSTITUTES  OF 
HEALTH  CONSTRUCTION  GRANTS 

Legal  Authority:  42  USC  216;  42  USC 
285a-2;  42  USC  285a-3:  42  USC  285b-3; 
42  USC  285b-4:  42  USC  285d-6;  42  USC 
285i;  42  USC  300cc-41 

CFR  Citation:  42  CFR  52b 
Legal  Deadline:  None 

Abstract  Regulations  concerning  NCI 
construction  grants  will  be  amended  to 
more  clearly  show  their  general 
applicability  to  ail  NIH  extramural 
programs  with  construction  grant 
authority.  Additionally,  the  regulations 


will  be  amended  to  show  new 
administrative  and  technical 
requirements,  add  new  procedures  for 
the  recovery  of  grant  funds  for  facilities 
no  longer  used  for  biomedical  research, 
show  new  PHS  Act  section  numbers, 
and  update  the  listing  of  other  HHS 
regulations  relevant  to  construction 
grants. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  John }.  Migliore,  NTH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  National  Institutes  of 
Health,  9000  Rockville  Pike,  Bldg.  31, 

Rm  3B11,  Bethesda,  Maryland  20892, 

301  496-4606 

RIN:  0905-AD49 


909.  TRAINING  GRANTS 

Legal  Authority:  42  USC  216;  42  USC 
285a-2;  42  USC  285b;  42  USC  285c;  42 
USC  285C-2;  42  USC  285d;  42  USC  285d- 
2;  42  USC  285e  to  285g;  42  USC  285g-4; 
42  USC  285h  to  285i;  42  USC  287c-l;  42 


USC  300CC-15;  42  USC  300cc-41;  42  USC 
7403h-2;  42  USC  2421 

CFR  Citation:  42  CFR  63a 
Legal  Deadline:  None 

Abstract  A  new  Part  63a  will  be 
promulgated  to  govern  several  recently 
authorized  programs  as  a  set  of 
standing  regulations  that  could  be 
modified  for  future  training  grant 
programs  needs,  and  for  training  grants 
programs  presently  authorized  in  a 
number  of  sections  of  the  PHS  Act,  as 
amended  (42  USC  201  et  seq.)  and 
section  103(h)(2)  of  the  Clean  Air  Act, 
as  amended  (42  USC  7403(h)(2)). 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Snuili  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  )ohn  ).  Migliore,  NUT 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  Public 
Health  Service,  National  Institutes  of 
Health,  9000  Rockville  Pike,  Bldg.  31, 
Rm  3B-11,  Bethesda,  MD  20892,  301  496- 
4606 

RIN:  0905-AD56 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Final  Rule  Stage 

Public  Health  Service  (PHS)— National  institutes  of  Health  (NIH)  _ 


910.  NATIONAL  INSTITUTES  OF 
HEALTH  CENTER  GRANTS 

Legal  Authority:  42  USC  216;  42  USC 
285a-3;  42  USC  285b-4;  42  USC  285c-5; 
42  USC  285d-6;  42  USC  285e-2;  42  USC 
285e-3;  42  USC  285m-3;  42  USC  300cc-16 

CFR  Citation:  42  CFR  52a 
Legal  Deadline:  None 

Abstract  NIH  center  grants  regulations 
will  be  revised  to  incorporate  changes 
necessitated  by  enactment  of  the 
Health  Research  Extension  Act  of  1985 
(P.L  99-158)  and  the  Health  Omnibus 
Programs  Extension  of  1988  (P.L.  100- 
607). 

Timetable: 

Action  Date  FR  Cite 


NPRM  05/13/91  56  FR  21974 

NPRM  Comment  07/12/91  56  FR  21974 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact  John  ).  Migliore,  NIH 
Regulations  Officer,  Department  of 
Health  and  Human  Services,  National 
Institutes  of  Health,  9000  Rockville  Pike, 
31/3B07,  Bethesda,  MD  20892,  301  496- 
4606 

RIN:  0905-AC27 


911.  CRITERIA,  STANDARDS.  AND 
PROCEDURES  FOR  THE  NATIONAL 
BONE  MARROW  DONOR  REGISTRY, 
INDIVIDUAL  DONOR  CENTERS, 
DONOR  REGISTRIES,  MARROW 
COLLECTION  CENTERS,  AND 
TRANSPLANT  CENTERS 

Legal  Authority:  42  USC  216;  42  USC 
274k 

CFR  Citation:  42  CFR  122 

Legal  Deadline:  Final,  Statutory,  May 
14,  1991. 

Abstract  Regulations  will  be 
promulgated  to  implement  Title  I  of 


Pub.  L  101-616,  Transplant 
Amendments  Act  of  1990,  which  added 
section  379  of  the  Public  Health  Service 
Act.  Section  379  authorizes  the 
Secretary  to  establish  and  maintain  a 
National  Bone  Marrow  Donor  Registry, 
and  further  provides  that  the  Secretary 
shall  establish  and  enforce  criteria, 
standards,  and  procedures  for  entities 
participating  in  the  National  Bone 
Marrow  Donor  Program,  including  the 
National  Registrj'. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/00/92 
Rule 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Paul  R.  McCurdy, 

MD,  Special  Assistant  for  Clinical 
Hematology,  Div.  of  Blood  Diseases  and 
Resources,  NHLBI,  Department  of 
Health  and  Human  Services,  Public 


Federal  Register  /  Vol.  57.  No.  81  /  Monday,  April  27,  1992  /  UniHed  Agenda 


16759 


HHS— PHS— NIH 

Final  Rule  Stage 

Health  Service,  Federal  Building,  Room  516,  7550  Wisconsin  Avenue,  Bethesda, 

MD  20892,  301  496-8387 

RIN:  0905-/U)51 

DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 

[  Public  Health  Service  (PHS)— National  Institutes  of  Health  (NIH) 

Completed  Actions 

912.  CONDUCT  OF  PERSONS  AND 
TRAFFIC  ON  THE  NATIONAL 
INSTITUTES  OF  HEALTH  FEDERAL 
ENCLAVE 

CFR  Citation:  45  CFR  3 


Completed: 

Reason 

Final  Action 
Final  Action 
Effective 


01/16/92  57  FR  1873 
01/16/92  57  FR  1873 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  )ohn  J.  Migliore,  301 
496*4606 

RIN:  0905-AD55 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 

Public  Health  Service  (PHS)— Agency  for  Health  Care  Policy  and  Research  (AHCPR) 


Proposed  Rule  Stage 


913.  GRANTS  FOR  HEALTH  SERVICES 
RESEARCH,  EVALUATION, 
DEMONSTRATION,  AND 
DISSEMINATION  PROJECTS 

Legal  Authority:  42  USC  299c-l(e) 

CFR  Citation:  42  CFR  67 
Legal  Deadline:  None 

Abstract  This  NPRM  proposes  to 
revise  the  regulations  under  42  CFR 
part  67  governing  grants  for  health 
services  research  and  grants  for  health 
services  research  centers  made  by  the 
former  National  Center  for  Health 
Services  Research  and  Health  Care 


Technology  Assessment  (NCHSR). 
Public  Law  101-239,  enacted  on 
December  19, 1989,  established  the 
Agency  for  Health  Care  Policy  and 
Research,  replacing  the  NCHSR,  and 
provided  the  new  agency  with  a  much 
expanded  role  in  health  services 
research.  The  NPRM  will  incorporate 
applicable  provisions  of  the  new  law. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  None 


Government  Levels  Affected:  None 

Agency  Contact  Linda  K.  Demlo, 
Ph.D.,  Dir.  Office  of  Program 
Development,  OPRM,  Agency  for 
Health  Care  Policy  and  Research, 
Department  of  Health  and  Human 
Services,  Public  Health  Service,  Suite 
603,  2101  East  Jefferson  Street, 
Rockville,  MD  20852,  301  227-8453 

RIN:  0905-AD30 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS) 
Health  Care  Financing  Administration  (HCFA) 


Proposed  Rule  Stage 


914.  ADMINISTRATIVE  APPEALS 
PROCESS  FOR  PROVIDER  PAYMENT 
DISPUTES  INCLUDING  AMENDING 
COST  REPORTS  &  REOPENING 
INTERMEDIARY  PAYMENT 
DETERMINATIONS  & 
ADMINISTRATIVE  REVIEW 
DECISIONS  (BPD-221-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395f(b):  42  USC  1395g:  42  USC  13951(a): 
42  USC  1395x(v):  42  USC  1395hh:  42 
USC  1395rr;  42  USC  1395ww:  42  USC 
1395xx;  42  USC  1395ii:  42  USC  1395oo 

CFR  Citation:  42  CFR  405.1833;  42  CFR 
405.1885;  42  CFR  405.1887;  42  CFR 
405.1803;  42  CFR  405.1811(a):  42  CFR 
405.1813:  42  CFR  405.1837;  42  CFR 
405.1841;  42  CFR  405.1863;  42  CFR 
405.1877;  42  CFR  405.1889;  42  CFR 
412.72(b):  42  CFR  413.24 

Legai  Deadiine:  None 


Abstract  This  proposal  would  clarify 
and  establish  rules  governing  the 
administrative  appeals  process  for 
providing  appeals  of  payment  disputes 
including  rules  distinguishing  between 
the  amending  of  cost  reports  and  the 
reopening  of  Medicare  intermediary 
payment  determinations  and 
administrative  review  decisions.  This 
proposal  would  provide  guidance  to 
intermediaries  and  the  Provider 
Reimbursement  Review  Board 
concerning  the  circumstances  under 
which  those  actions  may  be  taken. 

Timetable; _ _ _ _ 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information: 


TIMETABLE:  Pending  resolution  of 
complex  policy  and  operational  issues. 

Agency  Contact  Paul  Olenick, 

Director,  Division  of  Medicare 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  408. 
EHR,  6325  Security  Blvd.,  Baltimore, 

MD  21207,  410  966-4472 

RIN:  0938-AA33 

915.  PAYMENT  FOR  CUNICAL 
DIAGNOSTIC  LABORATORY 
SERVICES  (BPO-309-P) 

Legal  Authority:  42  USC  13951(a)(1)(D); 
42  USC  13951(a)(2)(D);  42  USC 
13951(b)(3):  42  USC  13951(h):  42  USC 
1395cc(a)(2)(A):  42  USC  1396b(i)(7):  42 
USC  1302:  42  USC  1395hh 
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CFR  Citation:  42  CFR  405.501;  42  CFR 
405.502;  42  CFR  405.505;  42  CFR  405.506; 
42  CFR  405.511;  42  CFR  405.556;  42  CFR 
405.1310;  42  CFR  413.170;  42  CFR  414.350 
to  414.378;  42  CFR  424.55;  42  CFR  424.64; 
42  CFR  431.54:  42  CFR  447.10;  42  CFR 
447.300;  42  CFR  447.321 

Legai  Deadiine;  None 

Abstract;  These  regulations  would 
incorporate  provisions  of  Public  Laws 
99-272,  99-509, 100-203, 100-647, 101-239, 
and  101-508  regarding  pa3anent  and 
“assignment”  for  diagnostic  clinical 
laboratory  tests  establishing  in 
regulations  the  methods  for 
implementing  fee  schedules.  These  rules 
would  set  forth  the  methods  by  which 
the  fee  schedules  would  be  updated 
and  would  allow  certain  adjustment  for 
exceptions  to  the  fee  schedules. 

Timetable:  _ 

Action  Date  FR  Ctte 

NPRM  06/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Bernard  Patashnik, 

Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Division  of  Medical 
Services  Payment,  Room  l-H-5  ELR, 

6325  Security  Blvd.,  Baltimore,  MD 
21207,  410  966-4497 

RIN:  0938-AB50 

916.  HOSPICE  SERVICES  (MB-7-P) 

Legal  Authority:  42  USC  1396d(a)(l8]; 
42  USC  1396d{o);  42  USC 
1396a(a)(13)(D);  42  USC  1396o(a){2)(E); 
42  USC  1302 

CFR  Citation:  42  CFR  418.32;  42  CFR 
435.218;  42  CFR  435.231;  42  CFR  440.185; 
42  CFR  447.53;  42  CFR  447.327;  42  CFR 
447.381  to  447.384;  42  CFR  435.726;  42 
CFR  435.735;  42  CFR  438.231 

Legal  Deadline:  None 

Abstract  This  proposed  regulation 
would  implement  section  9505  of  PL  99- 
272  by  establishing  eligibility  and 
coverage  requirements,  payment 
procedures  and  conditions  of 
participation  for  optional  Medicaid 
coverage  of  hospice  care.  It  would  also 
implement  section  9435(b)  of  PL  99-509 
regarding  payment  for  hospice  care  for 
individuals  residing  in  a  nursing  facility 
or  intermediate  care  facility  in  a  State 
that  has  not  elected  to  cover  hospice 


services.  It  also  would  implement 
sections  4705  and  4717  of  PL  101-508 
which  further  clarifies  conditions  for 
payment  and  the  scope  of  benefits. 

Timetable: _ _ 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  State 
Additional  Information: 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 

Agency  Contact:  Robert  Wardwell, 

Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400  EHR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-5659 

RIN:  0938-AC52 

917.  REVISED  EFFECTIVE  DATE  OF 
MEDICARE/MEDICAID  PROVIDER 
AGREEMENT  AND  SUPPUER 
PARTICIPATION  (HSQ-139-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395cc:  42  USC  1395hh;  42  USC  1396i 

CFR  Citation:  42  CFR  440.10;  42  CFR 
440.70;  42  CFR  442.13;  42  CFR  488.11;  42 
CFR  489.13;  42  CFR  498.3 

Legal  Deadiine:  None 

Abstract:  This  proposed  rule  would 
establish  uniform  rules  for  determining 
the  effective  date  of  participation  for  all 
Medicare  and  Medicaid  providers  and 
suppliers.  It  would  also  specify  that 
those  dissatisfied  with  a  decision  on 
their  effective  date  of  participation 
under  Medicare  are  entitled  to  a 
Medicare  reconsideration  and  hearing 
on  the  decisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Govermnent  Levels  Affected:  State, 
Federal 

Agency  Contact:  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Office  of  Survey  and 
Certification,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2  Meadows 


East  Bldg.,  6300  Security  Blvd., 
Baltimore,  MD  21207,  410  966-6768 

RIN:  0938-AC88 

918.  PRO  REVIEW  OF  SURGICAL 
PROCEDURES  AND  REQUIREMENTS 
FOR  SECOND  OPINIONS  (HSO-147-P) 

Legal  Authority:  42  USC  1320c-13;  42 
USC  1302;  42  USC  1395hh:  42  USC 
1395pp 

CFR  Citation:  42  CFR  466.150  to 
466.190:  42  CFR  473.12;  42  CFR  473.14; 

42  CFR  473.40;  42  CFR  405.332 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
implement  section  9401  of  PubX.  99-272, 
which  provides  that,  under  Medicare,  a 
physician  must  request  from  the  Peer 
Review  Organization  (PRO) 
preadmission  review  for  certain  surgical 
procedures.  Under  section  9401,  if  the 
PRO  determines  that  the  procedure  is 
not  appropriate  and  medically 
necessary,  the  PRO  will  deny  payment 
under  Medicare.  If  the  PRO  cannot 
determine  whether  a  s\ugical  procedure 
is  medically  necessary  and  appropriate, 
the  beneficiary  would  obtain  an  opinion 
from  a  second  physician,  or  where  the 
opinion  of  the  second  physician  differs 
from  the  first  physician,  the  beneficiary 
may  obtain  an  opinion  from  a  third 
physician.  In  addition,  as  required  by 
section  4096(b)  of  Pub.L  100-203,  if  an 
assigned  claim  by  a  physician  or 
supplier  or  any  claim  by  a  provider  is 
denied  because  the  services  furnished 
are  not  reasonable  and  necessary  or 
constitute  custodial  care  and  the 
physician,  suppler  or  provider,  but  not 
the  beneficiary,  knew,  or  reasonably 
could  be  expected  to  know,  that  the 
services  were  not  covered  by  Medicare, 
(cont) 

Timetable: 

Action  Date  FR  CHe 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  ABSTRACT 
CONT:  the  physician,  supplier  or 
provider  would  not  be  entitled  to 
collect  and  retain  payment  from  the 
beneficiary  for  those  services. 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 
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months  if  these  individuals  or  their 
spouses  made  transfers  of  assets  for 
less  than  fair  market  value  during  a 
prohibited  period.  The  period  of 
ineligibility  applies  if  the  individual  or 
spouse  made  a  transfer  of  assets  for 
less  than  fair  market  value  at  any  time 
during  or  after  the  30  month  period 
immediately  before  (!)  the  date  the 
individual  became  institutionalized,  if 
he  or  she  was  entitled  to  Medicaid  on 
that  date,  or  (2)  the  date  he  or  she 
applied  for  Medicaid  while 
institutionalized.  Section  1917(c)  (Cont) 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entitles  Affected:  None 

Government  Levels  Affected:  Local. 
State 

Additional  Information:  ABSTRACT 
CONT:  also  exempts  certain  specific 
transfers  of  assets  from  the  period  of 
ineligibility. 

Agency  Contact  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Blvd.,  Baltimore, 

MD  21207,  410  966-4451 

RIN:  0936-AD18 


921  MEDICARE  COVERAGE  OF 
OUTPATIENT  OCCUPATIONAL 
THERAPY  SERVICES  (BPD-425-P) 

Legal  Authority:  42  USC 1302;  42  USC 
1395x(g);  42  USC  1395x(p);  42  USC 
1395x(w):  42  USC  1395hh 

CFR  Citation:  42  CFR  400.202;  42  CFR 
410;  42  CFR  424;  42  CFR  484;  42  CFR 
485;  42  CFR  489 

Legal  Deadline:  None 

Abstract  This  proposed  rule  would 
implement  section  9337  of  PL  99-509 
which  provides  Medicare  coverage  for 
outpatient  occupational  therapy 
services  furnished  by  providers  and 
independent  practitioners,  identical  to 
the  coverage  for  outpatient  physical 
therapy.  It  also  would  implement 
section  6133(a)  of  PL  101-239  which 
increased  the  payment  limit  for 
outpatient  occupational  therapy 
services  provided  by  independent 
practitioners.  This  proposed  rule  would 
also  redesignate  current  subpart  Q  of 
part  405  of  the  Medicare  rules  as  new 
part  485. 


Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Smalt  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Marsha  Kalmner, 
Program  Analyst,  Office  of  Coverage  & 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Rm.  401, 
EHR,  6325  Security  Blvd.,  Baltimore. 
MD  21207,  410  966-4632 

RIN:  0938-AD32 


924.  REVISIONS  TO  THE  FREEDOM 
OF  INFORMATION  REGULATIONS 
(OPA-1-P) 

Legal  Authority:  42  USC  1306;  5  USC 
552;  42  USC  1302;  PL  99-570;  EO  12600 

CFR  Citation:  42  CFR  401.101  to 
401.104;  42  CFR  401.110  to  401.112;  42 
CFR  401.120  to  401.125;  42  CFR  401.130 
to  401.138;  42  CFR  401.140  to  401.145;  42 
CFR  401.150  to  401.154 

Legal  Deadline:  None 

Abstract:  This  rule  proposes  changes  to 
the  regxilations  implementing  the 
Freedom  of  Information  Act  (FOIA). 

The  regulations  are  being  revised  based 
on  HCFA’s  experience  with  the  FOIA  in 
administering  the  Medicare  and 
Medicaid  programs.  This  proposed  rule 
would  also  conform  HCFA's  FOIA 
regulations  to  regulations  published  by 
the  Department  of  Health  and  Human 
Services,  as  well  as  to  guidance  issued 
by  the  Office  of  Management  and 
Budget;  the  Department  of  Justice; 
Presidential  Executive  Order  12600,  and 
to  the  Freedom  of  Information  Reform 
Act  of  1986. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Rosario  Cirrincione, 
Chief,  Freedom  of  Information  Branch, 
Department  of  Health  and  Human 
Services.  Health  Care  Financing 
Administration,  Room  100  Professional 
Bldg.,  6660  Security  Blvd.,  Baltimore, 
MD  21207,  410  966-5352 

RIN:  0938-AD60 


925.  CHANGES  CONCERNING  THE 
INVESTMENT  INCOME  OFFSET 
POUCY  (BPD^81-P) 

Legal  Authority:  42  USC  I395x(v);  42 
USC  1395hh:  42  USC  1302 

CFR  Citation:  42  CFR  413.153;  42  CFR 
413.130 

Legal  Deadline:  None 

Abstract  This  proposed  rule  would 
require  that  “necessary  interest"  be 
offset  by  investment  income  for 
purposes  of  Medicare  reasonable  cost 
reimbursement.  Rather  than  offset 
interest  expense  by  investment  income, 
we  are  proposing  to  reduce  (dollar  for 
dollar)  allowable  debt  principal  related 
to  patient  care  by  the  principal  amount 
of  investment  funds  generated  from 
operations  related  to  patient  care  and 
subsequently  invested  in  nonpatient 
care  activities  or  in  another  provider’s 
patient  care  activities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information: 

TIMETABLE:  Under  development. 

Agency  Contact  William  J.  Goeller, 
Director,  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  l-F-5, 
ELR,  6325  Security  Boulevard, 

Baltimore,  Maryland  21207,  410  966-4513 

RIN:  0938-AD72 


926.  CLARIFICATION  OF  AND 
CHANGES  TO  MEDICARE  COVERAGE 
POLICY  REGARDING  DURABLE 
MEDICAL  EQUIPMENT  (BPD-468-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395x(n);  42  USC  1395x(s);  42  USC 
1395hh 

CFR  Citation:  42  CFR  410 
Legal  Deadline:  None 

Abstract  This  regulation  would  codify 
certain  longstanding  policies  that 
concern  the  coverage,  limitations,  and 
exclusions  applicable  to  durable 
medical  equipment  (DME).  It  also 
proposes  changes  to  some  current 
policies.  It  would  also  establish  training 
standards  that  must  be  met  by  DME 
suppliers. 


Federal  Register  /  VoL  57,  No.  81  /  Monday,  April  27,  1992  /  Unlived  Agenda 


16763 


HHS— HCFA 


Proposed  Rule  Stage 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Sam  Shekar,  Chief. 
Special  Coverages  Issues  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  437,  EHR,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5316 

RIN:  093a-AD77 


927.  APPEALS  FOR  ENROLLEES  OF 
PREPAID  HEALTH  CARE  PLANS 
(OCC-020-P) 

Legal  Authority:  42  USC  1395mm:  42 
use  1302:  42  USC  1395hh:  42  USC 
13951(a)(1)(A) 

CFR  Citation:  42  CFR  405;  42  CFR  417; 
42  CFR  482 

Legal  Deadline:  None 

Abstract:  This  rule  would  amend  or 
establish  regulations  relating  to  appeal 
rights  and  procedures  for  Medicare 
beneficiaries  who  are  enrolled  in  health 
maintenance  organizations  (HMDs), 
competitive  medical  plans  (CMPs),  and 
health  care  prepayment  plans  (HCPPs). 
Specifically,  the  proposed  rule  would 
extend  to  HMO  and  CMP  members  the 
right  to  request  review  by  a  PRO  of 
early  hospital  discharges;  impose  a  60- 
day  limit  for  HMOs  and  CMPs  to 
process  requests  by  beneficiaries  for 
reconsideration  of  decisions  on  denied 
services  or  claims;  and  require  HCPPs 
to  establish  appeal  procedures  for 
enrollees  who  are  Medicare 
beneficiaries.  These  changes  are  aimed 
at  improving  efficiency  and  at  providing 
beneficiaries  equitable  appeal  rights, 
regardless  of  their  enrollment  status. 

Timetable:  _ _ 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  )ennifer  Richmond, 

Program  Analyst,  Office  of  Coordinate 
Care  Policy  and  Planning,  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  4360 
Cohen  Building,  330  Independence  Ave. 


SW.,  Washington,  DC  20201,  202  619- 
2755 

RIM:  0938-AD79 


928.  OMNIBUS  NURSING  HOME 
REFORM  REQUIREMENTS  (BPO-488- 
P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395x;  42  USC 
1395i-3:  42  USC  1396r.  42  USC  1395hh; 

42  USC  1302 

CFR  Citation:  42  CFR  483;  42  CFR  431; 
42  CFR  440;  42  CFR  488:  42  CFR  418;  42 
CFR  482 

Legal  Deadline:  None 

Abstract:  This  rule  would  implement 
several  provisions  of  the  Omnibus 
Budget  Reconciliation  Act  of  1987,  other 
than  those  implemented  through  the 
rule  published  on  February  2, 1989, 
governing  long  term  care  facility 
participation  in  the  Medicare  and 
Medicaid  programs  effective  October  1, 
1990,  and  State  requirements  for  FFP. 
The  provisions  include  Federal 
standards  for  evaluating  State  waivers 
of  nursing  facility  nurse  staffing 
requirements,  use  of  physical  restraints 
and  psychopharmacologic  drugs  for 
nursing  facility  residents:  notices  of 
Medicaid  rights  to  be  given  to  persons 
admitted  to  nursing  facilities,  and  other 
technical  changes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/05/92  57  FR  4516 

NPRM  Comment  04/06/92  57  FR  4516 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact  Bill  Ullman,  Program 
Analyst,  Long  Term  Care  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  429,  EHR,  6325 
Security  Boulevard.  Baltimore, 
Maryland  21207,  410  966-5867 

RIN:  0g38-AD81 


929.  NEW  MINIMUM  STANDARDS  FOR 
MEDICARE  SUPPLEMENTAL 
(MEDIGAP)  POUCIES  (BPD-491-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395hh;  42  USC  1395kk(a);  42  USC 
1395SS 

CFR  Citation:  42  CFR  403.200;  42  CFR 
403.206;  42  CFR  403.210;  42  CFR  403.215 
to  403.217;  42  CFR  403.220;  42  CFR 
403.222;  42  CFR  403.232;  42  CFR  403.239; 
42  CFR  403.250  to  403.258 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
would  add  new  requirements  for 
certiheation  of  Medicare  supplemental 
(Medigap)  policies  under  the  Federal 
certiHcation  program  or  for  approval 
under  State  regulatory  programs  that 
are  deemed  to  have  standards  that  are 
equal  to  or  more  stringent  than  those  of 
the  Federal  program,  i^e  new 
standards  were  enacted  by  the 
Omnibus  Budget  Reconciliation  Acts  of 
1987  and  1990  (Pub.  L  100-203,  Pub.  L 
101-508),  the  Medicare  Catastrophic 
Coverage  Act  of  1988  (Pub.  L.  100-360) 
and  Medicare  Catastrophic  Coverage 
Repeal  Act  of  1989  (Pub.  L.  101-239). 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  information: 

TIMETABLE;  Pending  consideration  of 
model  requirements  adopted  by  the 
National  Association  of  Insurance 
Commissioners  on  July  30, 1991. 

Agency  Contact:  Thomas  E.  Hoyer, 
Director,  Div.  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4607 

RIN:  0938-AD82 


930.  SURVEY  AND  CERTIFICATION  OF 
SKILLED  NURSING  FACIUTIES  AND 
NURSING  FACILITIES  AND 
ENFORCEMENT  PROCEDURES  (HSQ- 
156-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395aa;  42 
USC  1395i-3(g):  42  USC  1396r(g):  42  USC 
1395hh;  42  USC  1302 
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CFR  Citation:  42  CFR  488;  42  CFR  431: 
42  CFR  442:  42  CFR  489 

Legal  Deadline:  None 

Abstract  This  proposed  rule  would 
implement  sections  4202,  4203,  4212, 
and  4213  of  the  Omnibus  Budget 
Reconciliation  Act  of  1987  (PL  100-203) 
which  govern  the  process  used  by 
HCFA  to  survey  long-term  care 
facilities,  and  to  certify  that  the 
facilities  meet  the  participation 
requirements  for  the  Medicare  and 
Medicaid  programs.  The  rule  would 
also  specify  a  number  of  sanctions  or 
remedies  that  could  be  used  when  a 
skilled  nursing  facility  or  nursing 
facility  is  out  of  compliance  with 
Federal  requirements  as  an  alternative 
to  or  in  addition  to  termination. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  State, 
Federal 

Agency  Contact  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Office  of  Survey  and 
CertiRcation,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2,  ME 
Building,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-6768 

RIN:  0938-AD94 


931.  CLARIFICATION  OF  “WITHOUT 
FAULT’  AS  IT  APPUES  TO 
PHYSICIAN  PROVIDER  AND 
SUPPLIER  UABILITY  (BPD-719-P) 

Legal  Authority:  42  USC  I395gg;  42 
use  1302:  42  USC  1395hh 

CFR  Citation:  42  CFR  405.350;  42  CFR 
405.355:  42  CFR  405.356;  42  CFR  405.360; 
20  CFR  404.506  to  510 

Legal  Deadline:  None 

Abstract  This  proposed  rule  would 
amend  the  Medicare  regulations  to 
clarify  our  interpretation  of  "without 
fault"  as  it  applies  to  physician, 
provider,  supplier  and  beneficiary 
liability  for  overpayments.  This 
deHnition  would  result  in  greater 
uniformity  of  determinations  by  carriers 
and  intermediaries.  Additionally,  this 
proposed  rule  would  incorporate 
pertinent  SSA  regulations  located  at  20 
CFR  404.506  -  404.510. 


Timetable: _ 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information: 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues.  ' 

Agency  Contact  Paul  Olenick, 

Director,  Division  of  Medicare 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  401, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4472 

RIN:  0938-AD95 


932.  REQUIREMENTS  FOR 
COVERAGE  OF  SEAT  LIFTS  (BPD-607- 
P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395k:  42  USC  13951:  42  USC  1395n:  42 
USC  1395x(h):  42  USC  1395x(s):  42  USC 
1395x(cc):  42  USC  1395hh:  42  USC 
1395rr 

CFR  Citation:  42  CFR  410.38 
Legal  Deadline:  None 

Abstract  This  proposed  rule  addresses 
coverage  requirements  for  stand-alone 
seat  lifts  and  for  seat  lifts  incorporated 
into  combination  lift  chairs.  As  section 
4152  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990  (Pub.  L.  101- 
508)  clarified,  for  purposes  of  Medicare 
coverage,  the  term  “durable  medical 
equipment"  includes  only  the  seat  lift 
mechanism  and  does  not  include  the 
chair. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact  Sam  Shekar,  Chief, 
Special  Coverage  Issues  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  437  EHR,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5316 

RIN:  0938-AE05 


933.  PROTECTION  OF  INCOME  AND 
RESOURCES  FOR  COMMUNITY 
SPOUSE  (MB-23-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1396r-5 

CFR  Citation:  42  CFR  435.630;  42  CFR 
435.632;  42  CFR  435.634:  42  CFR  435.636: 
42  CFR  435.638:  42  CFR  435.640:  42  CFR 
435.642:  42  CFR  435.644;  42  CFR  435.646; 
42  CFR  435.648 

Legal  Deadline:  None 

Abstract  These  proposed  regulations 
would  interpret  section  303(a)  of  the 
Medicare  Catastrophic  Coverage  Act  of 
1988,  as  amended  by  section 
608(d)(16)(A)  of  the  Family  Support  Act 
(PL  100-485),  section  6411(e)(3)  of  OBRA 
’89,  and  section  4714  of  OBRA  ’90. 
Section  303(a}  allocates  income  and 
resources  between  a  spouse  who  is 
institutionalized  and  the  spouse 
remaining  in  the  community.  It  also 
provides  special  post-eligibility  rules  for 
institutionalized  individuals  who  have 
spouses  in  the  community.  The  revision 
would  allow  the  community  spouse  to 
apply  more  income  to  meet  living 
expenses. 

Timetable: 


Action  Date  FR  Cite 


NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323, 
EHR,  6325  Security  Boulevard, 
Baltimore.  Maryland  21207,  410  966-4451 

RIN:  0938-AE12 


934.  PHYSICIAN  CERTIFICATION  AND 
PLAN  OF  CARE  REQUIREMENTS  AND 
INSPECTION  OF  CARE  REVIEWS 
(HSQ-178-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1396b(g):  42  USC  1396a(a)(30):  42  USC 
1396a(a)(44) 

CFR  Citation:  42  CFR  400;  42  CFR  440; 
42  CFR  441;  42  CFR  456;  42  CFR  483 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
make  the  requirements  for  physician 
certification  and  development  of  a  plan 
of  care  general  State  plan  requirements. 
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States  would  no  longer  be  required  to 
make  quarterly  showings  that  they  had 
determined  compliance  with  those 
requirements  or  with  utilization  review. 
A  quarterly  demonstration  to  the 
Secretary  of  an  effective  program  of 
medical  review  as  demonstrated  by  a 
satisfactory  utilization  control  program 
would  be  limited  to  Inspections  of  Care 
(lOCs)  in  participating  Intermediate 
Care  Facilities/Mentally  Retarded 
(ICFs/MR)  and  mental  hospitals.  The 
IOC  team  would  be  required,  as  part  of 
its  review,  to  ensure  compliance  with 
State  plan  requirements  regarding 
certifications,  recertifications,  plans  of 
care,  and  utilization  reviews.  The  team 
would  also  be  required  to  ensure 
compliance  with  admission  review 
requirements.  This  rule  will  establish 
review  criteria  specifically  for  ICFs/MR 
and  mental  hospitals  that  ensure 
essential  client  protections  and  focus 
on  the  provision  of  active  treatment. 
This  rule  will  also  clarify  utilization 
control  requirements  included  in  42  CFR 
part  456,  Subpart  S. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Robert  Emanuel, 

Utilization  Control  Branch,  Division  of 
Long  Term  Care  Services,  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  2-D-2, 
ME,  6325  Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5927 

RIN:  093a-AEl7 


935.  HMO  ORGANIZATIONAL 
STRUCTURE  AND  SERVICES  (OCC- 
019-P) 

Legal  Authority:  42  USC  300e(a]:  42 
use  300e(b)(l);  42  USC  300e(b)(3)(A) 

CFR  Citation:  42  CFR  417.100;  42  CFR 
417.101;  42  CFR  417.103;  42  CFR  417.104 

Legal  Deadline:  None 

Abstract  This  regulation  would  provide 
organizations  which  operate  health 
maintenance  organizations  (HMOs) 
which  are  federally  qualified  imder 
Title  XIII  of  the  Public  Health  Service 
Act  with  greater  flexibility  in  operating 
other  health  benefit  plans.  It  would  also 
authorize,  with  certain  limitations, 
qualified  HMOs  to  offer  out-of-plan 


physician  services  and  require  a 
reasonable  deductible  for  those 
services.  It  would  permit  the  HMO  to 
use  assets  of  the  parent  organization  to 
meet  fiscal  soundness  and  insolvency 
protection  requirements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Maureen  Miller, 
Analyst,  Office  of  Coordinated  Care 
Policy  and  Planning,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
4360,  Cohen  Bldg.,  330  Independence 
Avenue  SW.,  Washington,  DC  20201, 
202  619-0129 

RIN:  0938-AE25 


936.  MEDICAID  PAYMENT  OF 
MEDICARE  COST  SHARING  FOR 
QUALIFIED  MEDICARE 
BENEFICIARIES  AND  QUALIFIED 
DISABLED  WORKERS  (MB-031-P) 

Legal  Authority:  42  USC 

1396a(a](10)(E];  Clause  VIII  of  the 
matter  following  42  USC  1396a(a)(10)(F); 
42  USC  1396a(e)(8);  42  USC  1396a(m)(4); 
42  USC  1396a(n);  42  USC  1396b(f)(4);  42 
USC  1396d(a);  42  USC  1396d{p);  42  USC 
1302 

CFR  Citation:  42  CFR  431.625;  42  CFR 
435;  42  CFR  436;  42  CFR  441.256;  42  CFR 
447.600  to  447.620;  42  CFR  447.51;  42 
CFR  447.53 

Legal  Deadline:  None 

Abstract  These  rules  would  propose  to 
require  States  to  include  in  their  State 
plans  payment  of  Medicare  cost-sharing 
for  low  income  Medicare  beneficiaries. 
Qualified  Medicare  Beneficiaries  (QMB) 
and  Qualified  Disabled  and  Working 
Individuals  (QDWI).  The  territories 
have  the  option  to  do  the  same.  We 
would  define  cost-sharing,  specify 
criteria  for  determining  QMB  status, 
propose  requirements  and  options  for 
payment  amoimts  and  limitations,  and 
provide  for  Federal  financial 
participation  in  State  payments  for 
Medicare  cost-sharing  on  behalf  of 
QMBs.  For  QDWIs  Federal  financial 
participation  would  be  limited  to 
Medicare,  Part  A  premium.  The  changes 
would  implement  provisions  of  the 
Medicare  Catastrophic  Coverage  Act  of 
1988  as  modified  by  the  Family  Support 


Act  of  1988,  the  Technical  and 
Miscellaneous  Revenue  Act  of  1988,  the 
Omnibus  Budget  Reconciliation  Act  of 
1989,  and  the  Omnibus  Budget 
Reconciliation  Act  of  1990.  These 
provisions  went  into  effect  January  1, 
1989. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323, 
EHR,  6325  Security  Blvd.,  Baltimore, 
MD  21207,  410  966-4451 

RIN:  0938-AE38 


937.  HOSPITAL  STANDARD  FOR  HIV 
INFECTIOUS  BLOOD  (BPD-633-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1302;  42  USC 
1395hh;  42  USC  1395x(e)(9) 

CFR  Citation:  42  CFR  482 
Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
require  hospitals  or  blood  banks 
providing  services  to  hospitals  to  notify 
either  each  recipient  or  each  recipient's 
physician  when  potentially  HIV 
infectious  blood  has  been  administered, 
and  to  offer  each  recipient  counseling 
and  testing. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Thomas  Hoyer, 

Director,  Division  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413, 
EHR,  6325  Security  Blvd,  Baltimore,  MD 
21207,  410  966-5660 

RIN:  0938-i\E40 


938.  EXTENDED  MEDICAID 
ELIGIBILITY  FOR  CERTAIN 
INDIVIDUALS  (MB-026-P) 

Significance:  Regulatory  Program 
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Legal  Autttority:  42  USC  1302;  42  USC 
1396r-6;  42  USC  1396r[b) 

CFRCMalion:  42  CFR  435;  42  CFR  436; 
42  CFR  440;  42  CFR  447 

Legal  Deadline:  None 

Abstract  The  proposed  regulation 
would  revise  current  regulations  to 
reflect  that  participants  in  work 
suppletnent  programs  are  deemed  to  be 
AFDC  recipients  under  the  State  plan 
and  make  Medicaid  eligibility 
mandatory  for  those  individuals;  to 
provide  extended  Medicaid  benefits  to 
certain  families  when  they  become 
ineligible  for  AFDC  solely  because  of 
increased  earnings  from,  or  hours  of. 
employment  and  to  revise  certain 
conditions  of  eligibility  that  minor 
parents  and  pregnant  minors  must  meet 
before  receiving  Medicaid  benefits. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05W/92 

SmaH  Entities  Affected:  None 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Marinos  Svoios, 
Director.  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services.  Health  Care 
Financing  Administration.  Room  323 
EHR.  6325  Sectirity  Boulevard. 
Baltimpre,  Marylaxid  21207,  410  966-4451 

RIN:  0936-AE51 


939.  RESIDENT  ASSESSMENT  IN 
LONG  TERM  CARE  FACIUTIES  (HSQ- 
180-P) 

Legal  Authority:  42  USC  13951-3;  42 
USC  1396r;  42  USC  1302;  42  USC  1395hh 

CFR  Citation:  42  CFR  483 

Legal  Deadline:  Final.  Statutory. 
January  1. 1989. 

Abstract  Sections  1819(bK3)  and 
1919(b)(3)  of  the  Social  Security  Act  as 
amend^  by  PL  100-203.  require  that  in 
order  for  an  institution  to  qualify  to 
participate  as  a  skilled  nursing  facility 
in  the  Medicare  program,  and.  before 
October  1. 1990.  as  a  skilled  nursing 
facility  or  as  an  intermediate  care 
facility  in  the  Medicaid  program,  and 
effective  October  1. 1990.  as  a  nursing 
facility  in  the  Medicaid  program,  it 
must  conduct  a  comprehensive, 
standardized  assessment  of  each 
resident's  capabQity  to  p«form  daily 
life  functions.  The  assessment  must 


also  describe  signifrcant  impairments  in 
the  resident's  functional  capacity  and 
be  based  on  a  uniform  minimum  data 
set  specified  by  the  Secretary.  Sections 
1819im(6MA)  and  1919  (f3(6)(A)  of  the 
Act  require  the  Secretary  to  specify  a 
minimum  data  set  of  core  elements  and 
common  defmitions  for  use  by  nursing 
facilities  in  conducting  the  assessments. 
Ibis  proposed  rule  would  specify  this 
minimum  data  set  and  establish 
guidelines  for  using  it. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 

Agency  Contact:  Sue  Nonemaker. 
Program  Analyst,  Division  of  Long  Term 
Care,  Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  2-D-2,  ME,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21267, 410  966-6825 

RIN:  0938-AE61 


940.  POST  CONTRACT  BENEFICIARY 
PROTECTIONS  AND  OTHER 
PROVISIONS  (OC0011-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1395hh;  42  USC  1395mm 

CFR  Citation:  42  CFR  417 
Legal  Deadline:  None 

Abstract  This  mle  would  provide 
certain  coverage  for  pre-existing 
conditions  tmder  supplemental 
insurance  after  non-renewal  or 
termination  of  a  Medicare  HMO  or 
CMP  contract  provide  a  30-day  open 
enrollment  period  for  individuals  who 
would  otherwise  lose  prepaid  Medicare 
coverage  as  a  result  of  t^mination, 
non-renewal  cr  reduction  in  service 
area  of  a  contract;  extend  the  deadline 
for  risk  contracting  HMDs  and  CMPs  to 
submit  adjusted  community  rale  (ACR) 
proposals;  require  all  HMOs  and  CMPs 
to  furnish  a  copy  of  an  executed 
enrollment  application  form  to 
Medicare  applicants,  and  require 
HCPPs  to  meet  same  application 
procedures  as  HMOs  and  CMPs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

Small  Entities  Affe^eck  Businesses 
Government  Levels  Affected:  None 


Agency  Contact:  Jean  LeMasurier, 
Office  of  Coordinated  Care  Policy  and 
Planning.  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration.  4360  Cohen  Building, 
330  Independence  Ave.  SW^ 
Washington.  DC  20201.  202  205-0553 

RM:  0930-AE63 


941.  EARLY  AND  PERIODIC 
SCREENING,  DIAGNOSTIC,  AND 
TREATMENT  (EPSOT)  SERVICES  (MB- 
28^ 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1396a(aK43); 
42  USC  1896d(r);  42  USC  1302 

CFR  Citation:  42  CFR  441.50;  42  CFR 
440.40 

Legal  Deadline:  None 

Abstract  Section  6403  of  the  Omnibus 
Budget  Reconciliation  Act  of  1989 
defrnes  in  new  section  1905(r)  of  the 
Social  Security  Act  the  following 
EPSDT  services:  screening  services, 
vision  services,  dental  services  and 
hearing  services.  It  also  extends  EPSDT 
services  to  Include  such  other 
necessary  health  care,  diagnostic 
services,  treatment,  and  other  measures 
described  in  section  1905(a)  of  the  Act 
to  correct  or  ameliorate  defects  and 
illnesses  and  conditions  discovered  by 
the  screening  services  whetiier  or  not 
the  services  are  covered  under  the 
State  frfan.  Section  6403  also  amended 
section  190^aJ(43)  of  the  Act  to  require 
States  to  report  to  the  Secretary  certain 
information  about  EP^T  services 
provided  onder  the  plan  during  each 
fiscal  year.  This  proposed  rule  would 
set  forth  requirements  to  implement 
these  statutoi^  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Robert  Wardwell, 
Director,  Division  of  Coverage  Policy, 
Department  HeaiA  and  Human 
Services,  Health  Care  Financing 
Administralion.  Room  400.  EHR.  6325 
Security  Boulevard.  Baltimore. 
Maryland  21207.  410  906-5659 

RIN:  tJ938-AE72 
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942.  PAYMENT  FOR  NURSING  AND 
ALLIED  HEALTH  SCIENCE 
EDUCATION  (BPD-685-P) 

Legal  Authority:  PL  101-239,  Sec  6205; 
PL  101-508,  Sec  4004;  PL  101-508,  Sec 
4159 

CFR  Citation:  42  CFR  413 

Legal  Deadline:  NPRM,  Statutory,  July 
1,  1990. 

Section  6205(b)(2)  of  PL  101-239 
required  that  a  proposed  rule  be 
published  before  July  1, 1990  and  that  a 
final  rule  not  be  effective  before 
10/01/90. 

Abstract:  This  proposed  rule  would  set 
forth  our  policy  for  the  payment  of  the 
costs  of  approved  nursing  and  allied 
health  science  programs,  an  action 
directed  by  section  6205(b)(2)  of  PL  101- 
239.  For  the  most  part,  the  provisions 
set  forth  in  this  proposed  rule  restate  or 
clarify  our  current  policies  governing 
these  costs,  which  have  been  previously 
set  forth  in  the  provider  reimbursement 
manual  and  other  documents,  but  have 
never  been  included  in  the  regulations. 
In  addition,  we  are  proposing  to  amend 
the  list  of  approved  programs  and 
clarify  payment  rules  for  certified 
registered  nurse  anesthetist  programs. 
This  proposed  rule  would  also 
implement  section  4004  of  PL  101-508, 
which  provides  that,  effective  with  cost 
reporting  periods  beginning  on  or  after 
October  1, 1990,  under  certain 
conditions,  costs  incurred  by  a  hospital 
or  educational  institution  related  to  the 
hospital  for  clinical  training  are  treated 
as  pass-through  costs  and  paid  on  the 
basis  of  reasonable  cost  even  though 
the  hospital  does  not  operate  the 
education  programs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Barbara  Wynn, 
Director,  Division  of  Hospital  Payment 
Policy,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  1-H-l  ELR,  6325 
Security  Blvd.,  Baltimore,  Maryland 
21207,  410  966-4529 

RIN:  0938-AE79 


943.  COST  REPORT  SETTLEMENT 
ADJUSTMENT  FACTOR  FOR  SKILLED 
NURSING  FACILITIES  AND  HOME 
HEALTH  AGENCIES  (BPD>702-P) 

Legal  Authority:  PL  101-239,  Sec  6024; 
42  use  1302 

CFR  Citation:  42  CFR  413.3(b)(2) 

Legal  Deadline:  None 

Abstract:  Section  6024  of  PL  101-239 
required  the  Secretary  to  update  the 
skilled  nursing  facility  (SNF)  cost  limits 
effective  for  cost  reporting  periods 
beginning  on  or  after  October  1, 1989  in 
accordance  with  regulations  that 
require  the  use  of  cost  reports 
submitted  by  SNFs  for  cost  reporting 
periods  beginning  not  earlier  than 
October  1, 1985.  Many  of  the  cost 
reports  that  HCFA  uses  to  update  limits 
on  SNFs’  costs  are  "as  submitted”  and 
therefore  not  “settled.”  Since  using  only 
“settled”  cost  reports  is  not  always 
feasible,  due  to  the  lengthy  time  needed 
to  receive  and  audit  cost  report  data, 
HCFA  is  proposing  that  the  adjustment 
factor  be  applied  uniformly  to  all  “as 
submitted”  cost  reports,  contained  on 
the  SNF  data  base  and  the  home  health 
agency  data  used  to  establish  future 
cost  limits  to  adjust  for  the 
overstatement  of  costs  that  occurs  in 
those  reports.  This  rule  sets  forth  the 
proposed  adjustment  factors  and  the 
methodology  used  to  complete  the 
factors. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact:  William  Goeller, 
Director,  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  l-F-5,  ELR, 
6325  Security  Blvd.,  Baltimore,  MD 
21207,  410  966-4513 

RIN:  0936-AE87 


944.  COVERAGE  OF  SCREENING  PAP 
SMEARS  (BPD-705-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  I395x(s)(i4); 
42  USC  1395x(nn);  42  USC  1302 

CFR  Citation:  42  CFR  410.10;  42  CFR 
411.15;  42  CFR  410.56 

Legal  Deadline:  None 


Abstract:  This  proposed  regulation 
would  implement  section  6115  of  OBRA 
1989.  Medicare  Part  B  coverage  is 
extended  to  include  screening  pap 
smears  and  related  medically  necessary 
services  (including  a  physician’s 
interpretation  of  the  test  results) 
provided  to  a  woman  for  the  early 
detection  of  cervical  cancer. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/92 

Small  Entities  Affected:  Businesses. 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  William  Larson, 
Program  Analyst,  Office  of  Coverage 
and  Eligibility  Policy,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
463,  EHR,  6325  Security  Blvd., 

Baltimore,  MD  21207,  410  966-4639 

RIN:  0938-AE98 


945.  MEDICARE  COVERAGE  AND 
PAYMENT  OF  CLINICAL 
PSYCHOLOGIST,  OTHER 
PSYCHOLOGIST,  AND  CLINICAL 
SOCIAL  WORKER  SERVICES  • 
MEDICARE  (BPD-706-P) 

Legal  Authority:  42  USC  I395x(s)(2);  42 
USC  1395x(hh)(2);  42  USC  1395x(ii);  42 
USC  1302;  42  USC  1395x(b) 

CFR  Citation:  42  CFR  410;  42  CFR  417; 
42  CFR  424 

Legal  Deadline:  None 

Abstract:  This  rule  would  incorporate 
provisions  of  section  6113  of  the 
Omnibus  Budget  Reconciliation  Act  of 

1989  (OBRA  ’89)  and  section  4157  of  the 
Omnibus  Budget  Reconciliation  Act  of 

1990  (OBRA  ’90).  Section  6113  of  OBRA 
’89  provides  coverage  for  the  services  of 
clinical  psychologists  (CPs)  and  clinical 
social  workers.  It  removed  the 
community  mental  health  center  site  of 
service  restriction  on  CP  services.  It 
requires  CPs  to  agree  to  consult  with 
the  patient’s  primary  care  or  attending 
physician.  Also,  it  eliminates  the  dollar 
limitation  that  previously  applied  to 
mental  health  services  although  the  62.5 
percent  limitation  still  applies.  OBRA 
’89  defines  the  term  “clinical  social 
worker  services”  and  places  two 
exceptions  on  where  such  services  can 
be  performed.  These  exceptions  include 
services  provided  to  inpatients  of 
hospitals  and  skilled  nursing  facilities 
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that  are  Medicare  participating. 
Coverage  of  outpatient  mental  health 
still  ap^ies.  Section  4157  of  OBRA  '90 
exclude  CP  services  from  the 
definition  of  "inpatient  hospital 
services." 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  06/00/92 

SmaH  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Regina  Walker, 

Program  Analyst,  Office  of  Coverage  & 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration.  Room  464. 
EHR,  6325  Security  Blvd.,  Baltimore. 
MD  21207,  «10  S66-6735 

RIN:  0938-AE99 


946.  COVERAGE  OF  PHYSICIAN 
ASSISTANT,  NURSE  PRACTITIONER. 
AND  CLINICAL  NURSE  SPEaALIST 
SERVICES  (BPD-708-P) 

Legal  Authority:  42  USC  I395x(s){2):  42 
use  1395u(b):  42  USC  1395x(aa);  42 
USC  1302;  42  USC  1395k(a);  42  USC 
13951 

CFR  Citation:  42  CFR  405:  42  CFR  410; 
42  CFR  413 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
conform  Medicare  regulations  to  the 
provisions  in  sections  9338  of  the 
Omnibus  Budget  Reconciliation  Act  of 

1986  (Pub.  L.  99-509).  4076(a)  of  the 
Omnibus  Budget  Reconciliation  Act  of 

1987  (Pub,  L.  100-203).  6114  of  the 
Omnibus  Budget  Reconciliation  Act  of 

1989  (Pub.  L.  101-239),  and  4155  of  tiie 
Omnibus  Budget  Reconciliation  Act  of 

1990  (Pub.  L.  101-508).  These  sections 
amended  portions  of  the  Social  Security 
Act  (the  Act)  concerning  the  coverage 
of  and  payment  for  certain  services 
describ^  in  section  1861(s](2)(K)  of  the 
Act  tha?t  are  performed  by  physician 
assistants,  nurse  practitioners,  and 
clmicai  nurse  specialists.  This  proposed 
rule  also  would  conform  Medicare 
regulations  to  those  provisions  of  Pub. 

L  101-239  and  Pub.  L.  101-508 
concerning  coverage  of  and  payment  for 
services  and  supplies  furnished  incident 
to  the  covered  devices  described  in 
section  1861(sX2)(K)  of  the  Act. 


Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  William  Larson. 
Program  Analyst,  Office  of  Coverage  ft 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  463, 
EHR,  6325  Security  Blvd.,  Baltimore. 
MD  21207,  410  966-4639 

RIN:  Ogss-AFOO 


947.  UTILIZATION  AND  QUALITY 
CONTROL  PEER  REVIEW 
ORGANIZATIONS  (PROS): 
CONFIDENTIAL  INFORMATION  (HSQ- 
190-P) 

Legal  Authority:  42  USC  I320c-g;  42 
USC  1302 

CFR  Citation:  42  011476 
Legal  Deadline:  None 

Abi^act  This  proposed  rule  would 
revise  existing  regulations  to  clarify 
which  PRO  information  is  considered 
confidential,  to  whom  confidential 
information  may  be  disdosed,  and  the 
conditions  for  disclosure. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Harvey  Brook,  Office 
of  Peer  Review.  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration.  Room  2-D-2, 
ME  Bldg.,  6325  Security  Blvd., 
Baltimore.  MD  21207,  410  966-6853 

RIN:  0938-AP03 


948.  CASE  MANAGEMENT  (MB-27-P) 

Legal  Authority:  42  USC  1396d;  42  USC 
1396n:  42  USC  1302 

CFR  Citation:  42  CFR  431.51(c):  42  CFR 
440.190;  42  CFR  440.250;  42  CFR  441.10: 
42  CFR  441.18;  42  CFR  447.327;  42  CFR 
431.54 

Legai  Deadline:  None 

Abstract:  This  proposed  rule  would 
place  in  our  regulations  provisions  of 
the  Consolidated  Omnibus  Budget 
Reconciliation  Act  of  1985,  the  Omnibus 


Budget  RecoiKuliation  Act  of  1986,  the 
Tax  Reform  Act  ot  19B6,  the  Technical 
Miscellaneous  Revenue  Act  of  1988, 
and  the  Omnibus  Budget  Reconciliation 
Act  of  1987  dealing  with  case 
management  services.  These  regulations 
would  provide  for  optimal  Medicaid 
coverage  of  case  management  services 
furnished  to  specific  groups  in  specific 
geographic  areas  or  political 
subdivisions  within  a  State. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

SmaU  Eittlties  ANected:  Businesses. 
Governmeiftal  (urisdictions 

Government  Levels  Affected:  Local 
State 

Agency  Contact  R<^it  Wardwell, 
Director.  Division  of  Coverage  Policy. 
Department  of  Fiealth  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400,  EHR,  6325 
Security  Blvd.,  Baltimore.  MD  21^7,  410 
966-5659 

RIN:  0938-AF07 


949.  DAY  HABIUTATION  AND 
RELATED  SERVICES  (MB^7-P) 

Legal  Authority:  101-239,  Sec 

6411(g) 

CFR  Citation:  42  CFR  440 
Legal  Deadline:  None 

Abstract  Section  6411(g)  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1989  prohibits  disallowance  on  day 
habilitation  services  included  in  State 
plans  which  were  approved  on  or 
before  June  30, 1989.  This  prohibition 
will  continue  until  clarifying  re:gulations 
are  .promulgated.  This  proposed  rule 
would  specify  the  types  of  day 
habilitation  and  related  services  that  a 
State  may  cover  under  paragraph  (9)  or 
(13)  of  section  1905(a)  of  the  Social 
Security  Act  on  behalf  of  persons  with 
mental  retardation  or  with  related 
conditions. 

Timetable: 

Action  Data  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information: 
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TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 

Agency  Contact.  Robert  WardwelL 

Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400,  EHR.  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-5659 

RIN:  0938-AF10 

950.  MEDICAID  THIRD  PARTY 
LIABIUTY:  COST  EFFECTIVENESS 
WAIVERS  (MB-39-P) 

Legal  Authority:  42  DSC  1302;  42  USC 
1396a{a){25) 

CFR  atatlon:  42  CFR  433.138;  42  CFR 
433.139 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
provide  States  with  the  opportunity  to 
request  waivers  of  certain  third  party 
liability  requirements  if  the  State  has 
more  cost  effective  methods  than  those 
required  to  be  used  under  current 
regulations.  These  requirements  relate 
to  methods  and  procedures  for 
determining  liability  of  third  parties  to 
pay  for  services  furnished  under 
Medicaid  and  for  paying  claims.  The 
waivers  would  apply  to  administration 
imposed  requirements  not  statutory 
requirements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Richard  Friedman, 
Director,  Division  of  Payment  Systems, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  273,  EHR,  6325  Security 
Blvd.,  Baltimore,  MD  21207,  410  966- 
3292 

RIN:  0938-AFll 

951.  MEDICAID  FOR  TWO-PARENT 
FAMIUES  (MB-42-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1396a:  42  USC 
1396d:  42  USC  1302 

CFR  Citation:  42  CFR  435: 42  CFR  436 
Legal  Deadline:  None 

Abstract  Section  401  of  the  Family 
Support  Act  of  1988  requires  States  to 


provide  medical  assistance  to  needy 
families  in  which  the  principal  earner  is 
unemployed,  beginning  October  1, 1990 
(October  1, 1992,  in  certain  territories). 
This  proposed  rule  would  update 
eligibility  regulations  to  address 
requirements  for  these  additional 
individuals. 

Timetable: 

Action  Date  FR  Cite 

NPRM  _  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323, 
EHR,  6325  Security  Blvd.,  Baltimore. 

MD  21207,  410  966-4451 

RIN:  0938-AFT3 

952.  OBRA  *90  AND  MISCELLANEOUS 
MANAGED  CARE  TECHNICAL 
AMENDMENTS  (MB-044-P) 

Legal  Authority:  42  USC  1396b(m);  42 
USC  1396a(e){2)(A);  42  USC  1302 

CFR  Citation:  42  CFR  434.21  to  44;  42 
CFR  447.361;  42  CFR  447.362 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
require  certain  Health  Insuring 
Organizations  to  be  subject  to  the 
regulations  governing  Prepaid  Health 
Plans.  This  proposed  rule  would  also 
allow  State-only  funds  to  be  paid  to 
Medicaid  contracting  entities.  These 
funds  would  not  be  considered  when 
computing  the  rate  at  which  Federal 
Financial  Participation  is  made.  This 
rule  will  also  incorporate  several 
technical  amendments  from  section 
4732  of  OBRA  *90. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Local, 
State 

Additional  Information: 

TIMETABLE:  Pending  resolution  of 
complex  p(^y  issues. 

Agency  Contact  Mary  Dewane, 
Director,  Medicaid  Managed  Care 
Office,  Department  of  Health  and 


Human  Services,  Health  Care  Financing 
Administration,  Room  233,  ELR,  6325 
Security  Blvd.,  Baltimore,  MD  21207, 410 
966-9507 

RIN:  0938-AF15 

953.  RESTORING  CRITERIA  FOR  THE 
DETERMINATION  OF  COST 
REIMBURSEMENT  TO  MEDICARE  - 
CONTRACTING  PREPAID  HEALTH 
PLANS  (OCC-018-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  I395mm(h);  42 
USC  1395x(v)(l)(A):  42  USC  1302 

CFR  Citation:  42  CFR  417.532(a)(3) 
Legal  Deadline:  None 

Abstract  This  rule  would  revise  the 
absolute  payment  limit  that  is  to  be 
applied  to  Prepaid  Health 
Organizations’  cost  contracts  under 
section  1876  of  the  Social  Security  Act. 
This  proposed  regulation  would  also  set 
forth  the  revised  criteria  that  HCFA 
will  use  in  determining  claimed  costs 
that  are  reasonable  and  therefore 
reimbursable. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Jennifer  Messersmith, 
Program  Analyst,  Office  of  Coordinated 
Care  Policy  and  Planning.  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration.  4360 
Cohen  Bldg.,  330  Independence  Ave. 
SW..  Washington.  DC  20201,  202  401- 
2325 

RIN:  0936-AF16 

954.  PROVIDER  REIMBURSEMENT 
DETERMINATIONS  AND  APPEALS 
REVISIONS  (BPD-727-P) 

Legal  Authority:  42  USC  l395oo;  42 
USC  1302 

CFR  Citation:  42  CFR  405 
Legal  Deadline:  None 

Abstract:  This  regulation  would  update 
and  clarify  regulations  governing  the 
Provider  Reimbursement  Review  Board 
and  would  deal  with  such  issues  as  the 
prospective  payment  system, 
jurisdiction  of  the  Board,  time  periods 
for  filing  appeals,  and  define  more 
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specifically  “good  cause"  for  late 
filings. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 

Agency  Contact:  Paul  Olenick, 

Director,  Division  of  Medicare  & 
Eligibility  Policy,  Department  of  Health 
and  Human  Services.  Health  Care 
Financing  Administration,  Room  401, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4472 

RIN:  0g36-AF28 


955.  WRITTEN  DOCUMENTATION 
THAT  DEFICIENCIES  DO  NOT 
JEOPARDIZE  RESIDENT  HEALTH  AND 
SAFETY  (HSQ-183-P) 

Legal  Authority:  42  USC  1302;  42  USC 
13g6a 

CFR  Citation:  42  CFR  442.105(a) 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
delete  a  requirement  in  Medicaid 
regulations  pertaining  to  State  survey 
agencies,  which  certify  facilities  as 
meeting  the  requirements  for 
participation  in  the  Medicaid  program. 
Specifically,  we  would  delete  the 
requirement  that  State  survey  agencies, 
when  certifying  facilities  with 
deficiencies,  must  provide  written 
documentation  that  the  deficiencies  do 
not  jeopardize  resident  health  and 
safety  or  seriously  limit  the  facility’s 
capacity  to  furnish  adequate  care. 
Because  there  are  already  other  written 
requirements  for  documentation  of 
these  deficiencies,  this  revision  would 
eliminate  a  duplicative  administrative 
burden,  while  ensuring  patient  health 
and  safety. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Irene  Gibson. 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services.  Health  Care  Financing 


Administration,  Room  2-D-2.  ME,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-6768 

RIN:  0938-AF31 


956.  ALTERNATIVE  SANCTIONS  FOR 
PSYCHIATRIC  HOSPITALS  (HSQ-191- 
P) 

Legal  Authority:  42  USC  I395cc;  42 
USC  1396a:  42  USC  1302 

CFR  Citation:  42  CFR  488 
Legal  Deadline:  None 

Abstract  These  proposed  regulations 
provide  an  alternative  to  terminating  a 
psychiatric  hospital’s  participation  in 
the  Medicare  and  Medicaid  programs 
for  facilities  found  to  be  out  of 
compliance  with  conditions  of 
participation.  These  are  alternative 
sanctions  that  would  be  imposed 
instead  of  terminating  a  psychiatric 
hospital’s  participating  in  the  Medicare 
and  Medicaid  programs  where 
deficiencies  do  not  present  immediate 
jeopardy  to  the  health  and  safety  of 
psychiatric  hospital  patients. 

These  amendments  are  necessary  to 
conform  HCFA  regulations  to  changes 
made  by  section  6020  of  the  Omnibus 
Budget  Reconciliation  Act  of  1989  (Pub. 
L.  101-239)  and  section  4755  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1990  (Pub.  L  101-508). 

The  purpose  of  the  amendment  is  to 
promote  correction  of  deficiencies  that 
do  not  jeopardize  patient  health  and 
safety  without  having  to  exclude 
psychiatric  hospitals  from  participation 
in  the  Medicare  and  Medicaid 
programs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2,  ME,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-6768 

RIN:  0938-AF32 


957.  MEDICARE,  MEDICAID  AND  CLIA 
PROGRAMS:  INSPECTION  AND 
CERTIFICATION  PROCEDURES  FOR 
LABORATORIES  (HSQ-193-P) 

Legal  Authority:  42  USC  l395w-2;  42 
USC  263a:  42  USC  1302 

CFR  Citation:  42  CFR  493 
Legal  Deadline:  None 

Abstract  This  proposed  rule  will 
implement  procedures  for  States  to 
follow  in  inspecting  and  certifying 
laboratories  under  the  Clinical 
Laboratory  Improvement  Amendments 
of  1988,  Pub.  L.  100-578.  This  rule  is 
needed  to  carry  out  the  authority  of  the 
Department  of  Health  and  Human 
Services  to  inspect  laboratories,  as 
mandated  by  section  353(g)  of  the 
Public  Health  Service  Act,  and  to  take 
enforcement  actions  as  authorized  by 
section  353(h)  of  the  Public  Health 
Services  Act  and  section  1846  of  the 
Social  Security  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/92 

Small  Entities  Affected:  Businesses. 
Governmental  Jurisdictions 

Government  Levels  Affected:  State, 
Federal 

Agency  Contact:  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2  ME.  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-6768 

RIN:  0938-AF33 


958.  CONTINUATION  OF  FFP 
FOLLOWING  LOOK  BEHIND 
TERMINATIONS  (HSQ-194-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1396b 

CFR  Citation:  42  CFR  441.11;  42  CFR 
442.40 

Legal  Deadline:  None 

Abstract:  This  proposal  would  establish 
in  our  rules  the  conditions  under  which 
we  make  matching  payments  to  States 
(FFP)  following  Federal  termination  of  a 
nursing  facility  under  HCFA’s  “look 
behind"  authority.  Without  these  rules, 
it  is  possible  that  incorrect  payments 
may  be  claimed  by  States. 
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Timetable: 

Actton  Date  FR  Ctte 

NPRM  08/00/92 

SnwII  Entities  Affected:  Undetermined 

Government  Levels  Affected:  State, 

Federal 

Agency  Contact  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Rotmi  2-D-2,  ME,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21^,  410  966-6768 

RIN:  093&-AF34 


959.  PREADMISSION  REVIEW  AND 
AUTHORIZATION,  OUTPATIENT 
SURGERY,  PREADMISSION 
DIAGNOSTIC  TESTING  AND  SAME 
DAY  SURGERY  UNDER  MEDICAID 
(MB-021P) 

Significance;  Regulatory  Program 

Legal  Authority;  42  USC1302;  42  USC 
13g6(a)(30}(A) 

CFR  Citation:  42CFR431 
Legal  DeacRIne:  None 

Abstract  This  proposed  rule  would 
amend  current  Medicaid  rules  to 
require  that  State  Medicaid  plans 
include  programs  requiring 
preadmission  review  and  approval  for 
selected  singical  procedures  and 
medical  treatment;  identify  surgical 
procedures  that  can  be  safely 
performed  on  an  ambulatory  basis: 
require  diagnostic  testing  prior  to 
admission;  and  schedule  hospital 
admission  on  the  same  day  as  surgery. 

Timetable: 

Action  Date  FR  Cite 

NPRM  00/00/00 

Small  Entities  Affecte±  Businesses 
Government  Levels  Affected:  State 
Additional  Information: 

TIMETABLE:  Pending  issuance  of  OIG 
report. 

Agency  Contact:  Robert  Wardweil, 

Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  financing 
Administration,  Room  400,  EHR,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5659 

RIN:  0938-AF35 


960.  PHYSICIAN  OWNERSHIP  OF,  AND 
REFERRALS  TO  HEALTH  CARE 
FACILITtES  THAT  FURNISH  CUNICAL 
LABORATORY  SERVICES  (BPO-674-P) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395nn;  42 
use  1302 

CFR  Citation;  42  CFR  411 

Legal  Deadline:  Final,  Statutory, 

October  1, 1991. 

Abstract:  This  proposed  rule  would 
implement  section  6204  of  the  Omnibus 
Budget  Reconciliation  Act  of  1989.  It 
would  establish  in  regulations 
provisions  that  {Hohibit  a  physician 
from  making  a  referral  for  the  provision 
of  clinical  laboratory  services  to  an 
entity  with  which  the  physician  has  a 
financial  relationship. 

Timetable: _ 

Action  Date  FR  CMe 

NPRM  03/11/92  57  FR  8588 

NPRM  Comment  05/11/92  57  FR  8588 
Period  End 

Small  Entities  Affecteefc  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact  Betty  Burner, 

Program  Analyst.  Medical  Services 
Branch,  Division  of  Medical  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  472, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207, 410  966-4649 

RIN:  0938-AF40 


961.  UNIFORM  PAYMENT  MECHANISM 
FOR  PAYING  HOSPITALS  UNDER 
PART  A  OF  MEDICARE  (BPO-104-PN) 

Significance:  Agency  Priority 
Legal  .Authority:  42  USC  1395g 
CFR  Citation:  None 
Legal  Deadttie:  None 

Abstract  This  notice  would  announce 
our  intention  to  require  all  hospitals 
participating  in  Part  A  of  Medicare  to 
bill  electronically  and  to  receive 
payment  and  remittance  notices 
electronically.  We  expect  such 
procedures  to  result  in  more  economical 
and  efficient  program  operation  and 
administration. 


Timetable: 

Action  Date  FR  Cite 

Proposed  Notice  06/00/92 
Small  Entitles  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Patricia  Talley.  Chief 
Budget  Formulation  Branch,  Bureau  of 
Program  Operations,  Depeurtment  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room  1- 
B-4,  ME  Building,  6325  Security 
Boulevard,  Baltimore,  Maryland  21207, 
410  966-7493 

RIN:  0938-AF60 


962.  MEDICAID  QUALIFYING  TRUSTS 
(MB4)11-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1396a{k) 

CFR  Citation;  42  CFR  435;  42  CFR  436 
Legal  Deadline:  None 

Abstract  This  rule  would  implement 
section  1902(k)  of  the  Social  Security 
Act  by  defining  Medicaid  Qualifying 
Trust  (MQT);  establishing  rules  for 
counting  as  available  income  or 
resources  the  maximum  amount  that 
could  be  paid  to  or  on  behalf  of  a 
Medicaid  applicant  or  recipient  from 
the  body  of  Ae  MQT,  from  income  to 
the  trust,  or  firom  both;  and  permitting 
States  to  waive  the  application  of  the 
rule  in  situations  in  which  its 
application  would  result  in  undue 
hardships. 

The  purpose  of  the  rule,  which  reflects 
Congressional  intent,  is  to  prevent 
individuals  who  have  sufficient  income 
and  resources  to  pay  for  medical  care 
to  shelter  that  income  and  resources 
through  MQTs  so  that  they  can  then 
become  eligible  for  Medicaid. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/00/92 

SmaR  Entitles  Affected:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact  Marinos  Svolos, 
Director,  Division  of  Medicaid  Eligility 
Policy,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  323,  EHR,  6325 
Seciuity  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4451 

RIN:  0938-AF61 


16772 


Federal  Register  /  Vol.  57.  No.  81  /  Monday,  April  27.  1992  /  Unified  Agenda 


HHS— HCFA 


Proposed  Rule  Stage 


963.  MEDICAID  PAYMENT  FOR 
OBSTETRICAL  AND  PEDIATRIC 
SERVICES— ADEQUATE  PAYMENT 
LEVEL  PROVISION  (MB-036-P) 

Legal  Authority:  42  USC  1302;  42  USC 
1396a(a)(30)(A):  42  USC  1396a(s):  42 
USC  1396r-7 

CFR  Citation:  42  CFR  430.12;  42  CFR 
430.16;  42  CFR  447.204;  42  CFR  447.300; 
42  CFR  447.301;  42  CFR  447.393;  42  CFR 
44397 

Legal  Deadline:  None 

Abstract  This  rule  would  implement 
section  1902(a)(30}(A)  of  the  Social 
Security  Act.  which  requires  that 
Medicaid  payment  rates  be  established 
at  a  level  to  ensure  access  to  services 
for  Medicaid  recipients  is  at  least  equal 
to  the  access  available  to  the  general 
population  in  the  geographic  area.  It 
would  also  implement  section  1926  of 
the  Social  Security  Act  by  establishing 
State  plan  requirements  concerning 
obstetrical  and  pediatric  services. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Bernard  Truffer, 
Director.  Division  of  Payment  Policy. 
Department  of  Health  and  Human 
Services.  Health  Care  Financing 
Administration.  Room  291  EHR.  6325 
Security  Boulevard.  Baltimore. 

Mary  land  21207.  410  966-0691 

RIN:  0938-AF62 


964.  REQUIREMENTS  FOR 
ENROLLMENT  OF  MEDICAID 
RECIPIENTS  UNDER  COST 
EFFECTIVE  EMPLOYER  BASED 
GROUP  HEALTH  PLANS  (MB-047-P) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1396a(a}(10]; 
42  USC  1396a{u)(l):  42  USC  1396d(a):  42 
USC  1396a(a)(25):  42  USC  1396a(e):  42 
USC  1396e;  42  USC  1302 

CFR  Citation:  42  CFR  435.2;  42  CFR 
435.3;  42  CFR  435.10;  42  CFR  435.186;  42 
CFR  435.188 

Legal  Deadline:  None 

Abstract:  This  rule  would  amend  our 
regulations  to  provide  for  continuation 
of  payment  of  health  insurance 
premiums  for  individuals  who  are 
entitled  to  elect  COBRA  continuation 


coverage  under  a  group  health  plan 
provided  by  an  employer  with  10  or 
more  employees;  require  Medicaid 
recipients  to  enroll  in  employer-based 
cost  effective  group  health  plans  as  a 
condition  of  Medicaid  eligibility;  require 
State  agencies  to  pay  for  premiums, 
deductibles,  coinsurances  and  other 
cost  sharing  obligations  under  these 
group  health  plans;  and  define  “COBRA 
continuation  coverage”  and  “COBRA 
benefits."  (COBRA  refers  to  the 
Consolidated  Omnibus  Budget 
Reconciliation  Act  of  1985  -  Pub.  L.  99- 
272.) 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  Businesses. 
Organizations 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Marinos  Svolos, 
Director.  Division  of  Medicaid 
Eligibility  Policy.  Department  of  Health 
and  Human  Services.  Health  Care 
Financing  Administration.  Room  323 
EHR.  6325  Security  Boulevard. 
Baltimore.  Maryland  21207,  410  966-4451 

RIN:  0938-AF64 


965.  REFERRAL  TO  CHILD  SUPPORT 
ENFORCEMENT  AGENCIES  OF 
MEDICAID  FAMIUES  WITH  AN 
ABSENT  PARENT  (MB-051-P) 

Legal  Authority:  42  USC  1396k;  42  USC 
1302 

CFR  Citation:  42  CFR  433.160 
Legal  Deadline:  None 

Abstract  This  rule  would  require  State 
Medicaid  agencies  to  refer  Medicaid 
families  with  an  absent  parent  to  child 
support  enforcement  (CSE)  agencies. 
Section  9142  of  the  Omnibus  Budget 
Reconciliation  Act  of  1987  required  CSE 
agencies  to  provide  all  CSE  services  to 
such  Medicaid  families  who  have 
assigned  to  the  State  their  rights  to 
medical  support.  State  Medicaid 
agencies  were  encouraged  to  refer 
Medicaid  recipients  with  absent  parents 
to  CSE  agencies.  However,  consistency 
in  referrals  among  States  has  not  been 
good.  The  purpose  of  these  rules  is  to 
require  States  to  make  this  referral  to 
State  CSE  agencies  to  ensure  that  those 
recipients  requiring  CSE  services 
receive  them. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Boulevard, 
Baltimore.  MD  21207.  410  966-4451 

RIN:  0938-AF68 


966.  OPTIONAL  SPENDDOWN  (MB- 
0S5-P) 

Legal  Authority:  42  USC  I396b(f)(2);  42 
USC  1396a{a)(17);  42  USC  1302 

CFR  Citation:  42  CFR  435;  42  CFR  436 

Legal  Deadline:  None 

Abstract:  This  rule  would  allow  States 
to  choose  to  implement  at  their  option  a 
variation  of  the  spenddown  for 
medically  needy  individuals.  Under  the 
regular  spenddown  program  a 
medically  needy  individual  becomes 
eligible  for  Medicaid  by  spending  down 
income  in  excess  of  the  medically 
needy  income  standard  until  the 
standard  is  reached.  Under  the  optional 
program,  an  applicant  would  pay  the 
anticipated  amount  of  regularly 
incurred  expenses  to  the  State  instead 
of  becoming  eligible  only  after  incurring 
expenses.  This  option  was  provided  by 
section  4723  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4451 

RIN:  0938-AF72 
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967.  CLARIFICATION  OF  COVERAGE 
OF  INPATIENT  PSYCHIATRIC 
SERVICES  (MB-060-P) 

Legal  Authority:  42  USC  l396d(h)(l](A]: 
42  USC  1302 

CFR  Citation:  42  CFR  440;  42  CFR  441 
Legal  Deadline:  None 

Abstract:  This  rule  would  establish 
settings  in  which  inpatient  psychiatric 
services  may  be  covered  under  State 
Medicaid  plans.  It  would  implement 
section  4755(a)(1)  of  the  Omnibus 
Budget  Reconciliation  Act  of  1990. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/92 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact:  Robert  Wardwell, 

Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400  EHR,  6325 


Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5659 

RIN:  093&-AF73 


968.  MEDICARE  AND  MEDICAID 
PROGRAMS:  REQUIREMENTS  FOR 
PHYSICIAN  INCENTIVE  PLANS  IN 
PREPAID  HEALTH  CARE 
ORGANIZATIONS  (OCC-024-P) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1395mm;  42 
USC  1396b:  42  USC  1302 

CFR  Citation:  42  CFR  417.01;  42  CFR 
417.409:  42  CFR  417.495;  42  CFR  434.67; 
42  CFR  1003.100:  42  CFR  1003.101;  42 
CFR  1003.102;  42  CFR  1003.103 

Legal  Deadline:  None 

Abstract:  This  rule  would  amend  the 
regulations  governing  federally 
qualified  health  maintenance 
organizations  (HMOs)  and  competitive 
medical  plans  (CMPs)  contracting  with 
the  Medicare  program,  and  certain 
HMOs  and  health  insuring 
organizations  (HlOs)  contracting  with 
States  under  the  Medicaid  program,  by 
implementing  changes  made  by  sections 


4204(a)  and  4731(a)  of  the  Omnibus 
Budget  Reconciliation  Act  of  1990 
concerning  physician  incentive  plans. 
The  changes  are  intended  to  allow 
HMOs,  CMPs,  and  HlOs  the  flexibility 
to  provide  reasonable  financial 
incentives  to  their  physicians  and 
physician  groups  in  order  to  eliminate 
unnecessary  care  and  protect  enrollees 
from  reduced  quality  of  care  or  access 
to  care. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Jennifer  Richmond, 
Program  Analyst,  Office  of  Coordinated 
Care,  Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  4424  Cohen 
Building,  330  Independence  Avenue 
SW.,  Washington.  DC  20201,  202  619- 
2755 

RIN:  093&-AF74 
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969.  MEDICAID  ELIGIBILITY  AND 
COVERAGE  REQUIREMENTS  (MB-001- 
FC) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1396a(a)(l0); 
42  USC  1302;  42  USC  1396a(f):  42  USC 
1396a(a)(17);  42  USC  1396b(f)(l);  42  USC 
1396d(a) 

CFR  Citation:  42  CFR  435;  42  CFR  436 

Legal  Deadline:  None 

Abstract:  This  final  rule  amends  the 
regulations  for  determining  Medicaid 
eligibility.  The  amendments  implement 
or  conform  the  regulations  to  various 
statutes,  including  the  Tax  Equity  and 
Fiscal  Responsibility  Act  of  1982  (Pub. 

L.  97-248),  the  Onmibus  Budget 
Reconciliation  Act  (OBRA)  of  1987 
(Pub.  L  100-203),  the  Medicare 
Catastrophic  Coverage  Act  of  1988 
(Pub.  L.  100-360),  OBRA  *89  (Pub.  L.  101- 
239)  and  OBRA  ’90  (Pub.  L.  101-508). 
The  amendments  also  make  some 
administrative  changes  to  clarify  policy 
and  enhance  the  efficient  operation  of 
the  Medicaid  program. 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/26/89  54  FR  39421 

NPRM  Comment  11/27/89  54  FR  39421 
Period  End 

Finai  Rule  With  05/00/92 
Comment 
Period 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Blvd.,  Baltimore, 
MD  21207,  410  966-4451 

RIN:  0938-AA58 

970.  DEDUCTION  OF  INCURRED 
MEDICAL  EXPENSES  (SPENDDOWN) 
(MB-020-FC) 

Legal  Authority:  42  USC  1302;  42  USC 
1396a(a)(10);  42  USC  1396a(a)(17) 


CFR  Citation:  42  CFR  435.732;  42  CFR 
435.831;  42  CFR  436.831 

Legal  Deadline:  None 

Abstract:  These  regulations  will  permit 
States  to  revise  the  process  by  which 
medical  expenses  are  considered  in 
determining  Medicaid  eligibility.  This 
process  applies  when  an  individual’s 
income  level  during  a  budget  period 
would  ordinarily  preclude  eligibility 
except  that  incurred  medical  expenses 
reduce  income  to  the  eligibility  level. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/02/83  48  FR  39959 

NPRM  Comment  11/01/83  48  FR  39959 
Period  End 

Final  Rule  With  07/00/92 
Comment 
Period 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
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Financing  Administration,  Room  323 
East  High  Rise  Bldg.,  6325  Security 
Boulevard,  Baltimore,  MD  21207.  410 
966-4451 

RIN:  0938-AB07 


971.  PAYMENT  FOR  THE  SERVICES 
OF  PHYSICIANS  FURNISHED  IN 
TEACHING  SETTINGS  AND  OTHER 
PROVIDERS  (BPD-142-F) 

Legal  Authority:  42  USC  1395xx;  42 
use  1302;  42  USC  13951(a)(2):  42  USC 
1395hh:  42  USC  1395x(b):  42  USC 
1395x(v)(l)(C):  42  USC  1395x(v)(l)(D): 

42  USC  1395k(a)(2)(B)(i):  42  USC 
1395u(b)(7) 

CFR  Citation:  42  CFR  405.465;  42  CFR 
405.466:  42  CFR  405.480;  42  CFR  405.481; 
42  CFR  405.482;  42  CFR  405.522;  42  CFR 
405.523:  42  CFR  405.524;  42  CFR  405.525: 
42  CFR  405.550;  42  CFR  405.551;  42  CFR 
405.552:  42  CFR  405.553;  42  CFR  405.554; 
42  CFR  405.555:  ... 

Legal  Deadline:  None 

Abstract  These  regulations  will  reflect 
provisions  of  section  948  of  Pub.  L.  96- 
499  and  section  2307  of  Pub.  L.  98-369. 
This  legislation  deals  with  certain 
problems  that  have  arisen  in  the 
Medicare  program  with  respect  to 
payment  for  physicians  in  the  teaching 
setting.  Specifically  addressed  by 
Congress  is  the  problem  of 
distinguishing  between  the  services  a 
physician  furnishes  to  individual 
patients  as  a  teaching  physician  and 
services  furnished  to  the  provider,  as 
well  as  the  method  of  payment  for 
these  services.  These  rules  will  set  forth 
the  conditions  under  which  physicians 
in  teaching  settings  will  be  paid  on  a 
reasonable  cost  basis  or,  alternatively, 
on  a  reasonable  charge  basis.  It  also 
describes  the  methods  used  to 
determine  the  customary  charges  for 
the  services  of  those  physicians.  The 
rules  will  also  clarify  related  physician 
paynnent  issues. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/07/89  54  FR  5946 

NPRM  Comment  04/10/89  54  FR  5946 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment  Department  of  Health  and 


Human  Services,  Health  Care  Financing 
Administration,  Room  l-H-5  ELR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-4497 

RIN:  0938-AB61 


972.  MEDICARE/MEDiCAID 
REVALUATION  OF  ASSETS  (BPD-311- 
F) 

Legal  Authority:  42  USC 

1395x(v)(l)(0);  42  USC  1396a(a)(13)(B): 
42  USC  1302;  42  USC  1395hh 

CFR  Citation:  42  CFR  413.130;  42  CFR 
413.134:  42  CFR  413.153;  42  CFR  447.250; 
42  CFR  447.253:  42  CFR  447.272 

Legal  Deadline:  None 

Abstract:  This  final  rule  amends  the 
Medicare  regulations  as  required  by 
section  2314  of  Pub.  L.  98-369  and 
sections  9110  and  9509  of  Pub.  L  99-272. 
This  rule  imposes  new  limitations  on 
the  valuation  of  assets  acquired  as  the 
result  of  changes  in  ownership 
occurring  on  or  after  July  18, 1984. 

These  changes  will  afiect  hospitals  and 
skilled  nursing  facilities  under  the 
Medicare  program  and  hospitals, 
nursing  facilities,  intermediate  care 
facilities,  and  intermediate  care 
facilities  for  the  mentally  retarded 
under  the  Medicaid  program. 

Timetable: 

Action  Date  FR  Cite 


NPRM  10/26/87  52  FR  39927 

NPRM  Comment  12/28/87  52  FR  39927 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  State 

Agency  Contact  William ).  Goeller, 
Director,  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  l-F-5 
ELR,  6325  Security  Blvd.,  Baltimore,  MD 
21207,  410  966-4513 

RIN:  093d-AB64 


973.  HOME  AND  COMMUNITY-BASED 
SERVICES  AND  RESPIRATORY  CARE 
FOR  VENTILATOR-DEPENDENT 
INDIVIDUALS  (MB-6-FC) 

Legal  Authority:  42  USC  I396n(c);  42 
USC  1302 

CFR  Citation:  42  CFR  435.726;  42  CFR 
435.735:  42  CFR  440.180;  42  CFR  441.301; 
42  CFR  441 J02;  42  CFR  441.303;  42  CFR 
441.304:  42  CFR  441.305;  42  CFR  441.306: 


42  CFR  441.307;  42  CFR  441.308;  42  CFR 
441.310;  42  CFR  440.185;  42  CFR  440.250 

Legal  Deadline:  None 

Abstract  This  rule  revises  the 
regulations  for  home  and  community 
based  services  as  required  by  section 
9502  of  Pub.  L  99-272,  sections  9408  and 
9411  of  Pub.  L  99-509,  sections  4102  and 
4118  of  Pub.  L.  100-203,  sections 
411(k)(10)(A)  and  411(k)(10)(H)  of  Pub. 

L.  100-360,  section  8427  of  ^b.  L.  100- 
647,  and  sections  4741  and  4742  of  Pub. 
L.  101-508. 

Timetable: 

Action  Data  FR  Cite 

NPRM  06/01/88  53  FR  19950 

NPRM  Comment  07/31/88  53  FR  19950 

Period  End 

Final  Action  08/00/93 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State 

Agency  Contact  Robert  WardweU, 
Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400  EHR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-5659 

RIN:  0g38-AC55 


974.  PARTICIPATION  IN  CHAMPUS 
AND  CHAMPVA,  HOSPITAL 
ADMISSIONS  FOR  VETERANS, 
DISCHARGE  RIGHTS  NOTICE,  AND 
HOSPITAL  RESPONSIBILITY  FOR 
EMERGENCY  CARE  (BPD-393-FC) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395x;  42  USC 
1395cc:  42  USC  1395dd;  42  USC  1395hh; 
42  USC  1302 

CFR  Citation:  42  CFR  488.18;  42  CFR 
489.20;  42  CFR  489.24;  42  CFR  489.25;  42 
CFR  489.26;  42  CFR  489.27;  42  CFR 
489.53 

Legal  Deadline:  None 

Abstract  This  final  rule  with  comment 
period  will  require  Medicare 
participating  hospitals  with  emergency 
departments  to  provide  upon  request 
medical  examinations  and  treatments 
for  individuals  with  emergency  medical 
conditions  and  women  in  active  labor. 
Further,  a  participating  hospital  that 
has  specialized  capabilities  or  facilities 
(such  as  bum,  shock  trauma,  or 
neonatal  intensive  care  units)  must 
accept  appropriate  transfer  if  they  have 
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the  capacity  to  treat  the  individual. 
Hospitals  failing  to  meet  those 
requirements  may  have  their  Medicare 
provider  agreements  terminated,  and 
hospitals  and  responsible  physicians 
may  be  subject  to  civil  money  penalties. 
Under  section  9122  of  Pub.  L.  99-272, 
Medicare  participating  hospitals  are 
required  to  accept  CHAMPUS  and 
CHAMPVA  payment  as  payment  in  full 
for  services  provided  to  CHAMPUS  and 
CHAMPVA  beneficiaries.  These 
regulations  will  also  implement  section 
9305(b)  of  Pub.  L  99-509,  which  requires 
Medicare  hospitals  to  give  patients  a 
notice  of  their  discharge  rights. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/16/88  53  FR  22513 

NPRM  Comment  08/15/88  53  FR  22513 
Period  End 

Final  Rule  With  05/00/92 
Comment 
Period 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Thomas  Hoyer, 

Director,  Division  of  Provider  Services 
and  Coverage  Policy,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
413  EHR  Bldg.,  6325  Security  Blvd., 
Baltimore.  MD  21207,  410  966-4607 

RiN:  0938-AC58 


975.  DENIAL  OF  PAYMENT  FOR 
SUBSTANDARD  QUALITY  CARE  (HSQ- 
132-F) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1320c-3(a);  42 
use  1395cc(a)(l)(K):  42  USC  1395u:  42 
USC  1395pp{b):  42  USC  1302;  42  USC 
1395hh 

CFR  Citation:  42  CFR  462.105;  42  CFR 
466:  42  CFR  473;  42  CFR  476:  42  CFR 
489.21 

Legal  Deadline:  None 

Abstract:  This  final  rule  implements 
section  9403  of  Pub.  L.  99-272;  section 
9353(c)  of  Pub.  L.  99-509;  section  4096(a) 
of  Pub.  L.  100-203;  and  section  4205  of 
Pub.  L.  101-508.  In  accordance  with 
these  statutory  provisions.  Peer  Review 
Organizations  (PROs)  are  authorized  to 
deny  Medicare  payment  to  a  physician 
or  hospital  for  services  furnished  that 
are  of  substandard  quality.  PROs  will 
also  conduct  an  appropriate  review  of 
all  written  complaints  from 


beneficiaries  or  their  representatives 
about  the  quality  of  services  not 
meeting  professionally  recognized 
standards  of  health  care.  BeneHciaries 
are  protected  from  liability  for  the  cost 
of  the  services  where  payment  is 
denied  because  services  were  of 
substandard  quality. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/18/89  54  FR  1956 

NPRM  Comment  03/20/89  54  FR  1956 

Period  End 

Final  Action  08/00/92 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Harvey  Brook,  Office 
of  Peer  Review,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  2-D-2 
Meadows  East  Bldg.,  6300  Security 
Blvd.,  Baltimore,  MD  21207,  410  966- 
6853 

RIN:  0938-AC84 


976.  CHANGES  CONCERNING 
SUSPENSION  OF  MEDICARE 
PAYMENTS  AND  DETERMINATIONS 
OF  ALLOWABLE  INTEREST  EXPENSE 
(BPD-429-FC) 

Legal  Authority:  42  USC  l320b-4;  42 
USC  1395u;  42  USC  1395x(v)(l)(A):  42 
USC  1395hh:  42  USC  1302 

CFR  Citation:  42  CFR  413.153;  42  CFR 
405.370;  42  CFR  413.5(c)(3):  42  CFR 
405.371;  42  CFR  405.372;  42  CFR  405.373; 
42  CFR  405.375 

Legal  Deadline:  None 

Abstract:  This  rule  will  change  the 
Medicare  regulations  to  provide  for  the 
following;  (1)  elimination  of  the 
requirement  that  in  case  of 
overpayments  to  health  care  providers, 
the  contractor  makes  a  determination 
that  a  suspension  of  payment  is  needed 
to  protect  the  program  against  financial 
loss  before  the  payment  can  be 
suspended;  (2)  elimination  of  the 
requirement  that  investment  income  of 
providers  from  gifts,  grants,  and 
endowments  be  offset  against 
allowable  interest  expenses  if  that 
investment  income  is  commingled  with 
other  funds;  and  (3)  extension  of  the  list 
of  exceptions  to  the  interest 
expense/investment  income  offset 
provision  to  include  investment  income 


from  deferred  compensation  plans  and 
self-insurance  funds. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/22/88  53  FR  31888 

NPRM  Comment  10/21/88 
Period  End 

Final  Rule  With  06/00/92 
Comment 
Period 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  William  Goeller, 
Director,  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  l-F-5  East 
Low  Rise  Building,  6325  Security  Blvd., 
Baltimore,  MD  21207,  410  966-4513 

RIN:  0938-AC9g 


977.  CHANGES  CONCERNING  THE 
DEFINITION  OF  ACCRUAL  BASIS  OF 
ACCOUNTING  (BPD-366-F) 

Legal  Authority:  42  USC 

1395x(v)(l)(A):  42  USC  1395hh:  42  USC 
1302 

CFR  Citation:  42  CFR  413.24 
Legal  Deadline:  None 

Abstract:  This  rule  proposes  to  revise 
the  Medicare  regulations  to  clarify  the 
definition  of  “accrual  basis  of 
accounting”  to  indicate  that  expenses 
must  be  incurred  by  a  provider  of 
health  care  services  before  Medicare 
will  pay  its  share  of  those  expenses. 
This  change  is  intended  to  conform  the 
regulations  with  the  law  and  to  promote 
economy  and  efficiency  in  the 
administration  of  the  Medicare 
program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/09/91  56  FR  50834 

NPRM  Comment  12/09/91  56  FR  50834 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact:  William  Goeller, 
Director,  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  l-F-5 
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ELR,  6325  Security  Blvd.,  Baltimore,  MD 
21207.  410  966-4513 

RIN:  0g38-AD01 


978.  CRITERIA  AND  PROCEDURES 
FOR  MAKING  MEDICAL  SERVICES 
COVERAGE  DECISIONS  THAT 
RELATE  TO  HEALTH  CARE 
TECHNOLOGY  (BPD-432-F) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395y;  42  USC 
1302;  42  USC  1395hh 

CFRatation:  42  CFR  400.200:  42  CFR 
405.201;  42  CFR  405.203:  42  CFR  405.205: 
42  CFR  A05207;  42  CFR  405.209 

Legal  Deadline:  None 

Abstract  The  rule  will  establish  in 
regulations  generally  applicable 
standards  and  procedures  for 
determinations  as  to  whether  and  under 
what  circumstances  specific  medical 
items  and  services  should  be  paid  for 
under  Medicare.  It  establishes  and 
explains  the  criteria  relied  upon  for 
determining  whether  an  item  or  service 
is  "reasonable  and  necessary."  The 
objective  of  the  criteria  and  procedures 
set  forth  in  this  rule  is  to  assure  that 
Federal  funds  are  expended  only  for 
medical  services  that  are  properly 
covered  under  the  Medicare  program. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  01/30/89  54  FR  4302 

NPRM  Comment  03/31/89  54  FR  4302 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information; 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 

Agency  Contact:  Anne  Marie  Hummel. 
Director,  Division  of  Medical  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  413  East  High 
Rise  Bldg.,  6325  Security  Blvd., 
Baltimore,  MD  21207,  410  966-4637 

RIN:  0938-/UX)7 


979.  REVISIONS  TO  CONDITIONS  OF 
PARTICIPATION  FOR  HOSPITALS 
AND  CONDITIONS  FOR  COVERAGE 
OF  SERVICES  OF  INDEPENDENT 
LABORATORIES  (BPD-421-F) 

Legal  Authority:  42  USC  1395x(e)(6)(B); 
PL  99-509,  Sec  9339(d);  42  USC 
1395x(ee);  42  USC  1302;  42  USC  1395hh 

CFR  Citation:  42  CFR  405:  42  CFR  482 
Legal  Deadline:  None 

Abstract  This  final  rule  will  require 
hospitals,  as  a  condition  of 
participation,  to  provide  a  discharge 
planning  process  for  Medicare  patients 
in  acco^ance  with  section  9305(c)  of 
Pub.  L.  99-509.  Revisions  will  also 
implement  section  6025  of  Pub.  L.  101- 
239  to  allow  a  doctor  of  dental  surgery 
or  dental  medicine  to  be  a  hospital 
medical  director  if  the  laws  of  the  State 
in  which  the  hospital  is  located  permit. 
The  preamble  to  this  final  rule 
addresses  comments  received  on 
proposed  regulations  for  the 
qualiHcations  of  laboratory  directors 
under  section  9339(d)  of  Pub.  L.  99-509. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/16/88  53  FR  22506 

NPRM  Comment  08/15/88  53  FR  22506 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Robert  Wren, 
Director,  Office  of  Coverage  & 

Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  401 
EHR,  6325  Security  Blvd.,  Baltimore. 

MD  21207,  410  966-5661 

RIN:  0938-ADll 


980.  PAYMENT  FOR  SERVICES  OF 
CERTIFIED  REGISTERED  NURSE 
ANESTHETISTS  (BPD-423-F) 

Legal  Authority:  42  USC  I395x(s)(ll): 

42  USC  13951(1);  42  USC  1395x(bb);  42 
USC  1302 

CFR  Citation:  42  CFR  405.553:  42  CFR 
405.502:  42  CFR  413,80 

Legal  Deadline:  None 

Abstract  Section  9320  of  Pub.  L.  99-509 
provides  for  payment  on  a  fee  schedule 
basis  for  services  of  certified  registered 
nurse  anesthetists  (CRNAs)  furnished  to 
Medicare  beneficiaries  on  or  after 
January  1, 1989.  The  payment  amount  is 


Final  Rule  Stage 


equal  to  the  least  of  80  percent  of  a  fee 
schedule  established  by  the  Secretary 
(and  adjusted  annually  by  the  change  in 
the  Medicare  economic  index),  80 
percent  of  the  prevailing  charge  for  an 
anesthesiologist  or  80  percent  of  the 
actual  charge.  CRNAs  will  be  required 
to  accept  assignment  for  all  Medicare 
services  and  civi)  monetary  penalties 
could  be  imposed  for  violations  of  this 
requirement  Alternatively,  the  hospital 
or  physician  may  bill  for  and  receive 
payment  for  services  of  CRNAs  where 
an  employment  relationship  or  contract 
so  stipulates.  The  hospital  or  physician 
may  not  bill  more  for  CRNA  services 
than  the  amount,  the  CRNA  could  bill 
directly. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/26/89  54  FR  3803 

NPRM  Comment  03/27/89  54  FR  3803 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Agency  Contact  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment,  Depat^ent  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  l-H-5  ELR,  6325 
Security  Blvd.,  Baltimore,  Md.  21207, 

410  966-4497 

RIN:  0938-AD25 


981.  PROHIBITION  ON  UNBUNDLING 
OF  HOSPITAL  OUTPATIENT 
SERVICES  (BPD-426-F) 

Legal  Aubiorlty:  42  USC  13g5y(a)(14): 
42  USC  1395cc(a)(l)(H):  42  USC 
1395cc(g);  42  USC  1395x(w)(l):  42  USC 
1302:  42  USC  1395hh 

CFR  Citation:  42  CFR  405:  42  CFR  409: 
42  CFR  410:  42  CFR  411;  42  CFR  412;  42 
CFR  489:  42  CFR  1003 

Legal  Deadline:  None 

Abstract:  This  rule,  issued  jointly  by 
HCFA  and  OIG,  will  prohibit  Medicare 
payment  for  most  nonphysician  services 
furnished  to  a  hospital  outpatient  by  a 
provider  or  supplier  other  than  the 
hospital,  unless  the  services  are 
furnished  under  an  arrangement  with 
the  hospital.  The  hospital  will  be 
obligated  by  its  provider  agreement  to 
furnish  the  services  directly  or  under  an 
arrangement.  These  regulations  also 
authorize  OIG  to  impose  a  civil  money 
penalty,  not  to  exceed  $2,000,  against 
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any  individual  who  knowingly  and 
willfully  presents,  or  causes  to  be 
presented,  a  bill  or  request  for  payment 
for  a  hospital  outpatient  service  under 
Part  B  of  Medicare  in  violation  of  an 
arrangement.  These  regulations  will 
implement  sections  9343(c)fl),  (c)(2). 
and  (c)(3)  of  the  Omnibus  Budget 
Reconciliation  Act  of  1986  (P.L.  99-509), 
as  amended  by  section  4157  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1990  (P.L.  101-508). 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/05/88  53  FR  29486 

NPRM  Comment  10/04/88  53  FR  29486 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  resolution  of 
complex  policy  issues. 

Agency  Contact  Thomas  Hoyer, 
Director,  Div.  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Rm.  413  EHR, 
6325  Security  Blvd.,  Baltimore,  MD 
21207,  410  986*4607 

RIN:  0936-AD33 


982.  CHANGES  TO  PEER  REVIEW 
ORGANIZATION  REGULATIONS  (HSQ- 
135-F) 

Legal  Authority:  42  USC  I395y(a);  42 
use  1320(c):  42  use  1395hh;  42  USC 
1396a(a)(30);  42  USC  1395cc(a):  42  USC 
1302 

CFR  atation:  42  CFR  400.200:  42  CFR 
411.15:  42  CFR  431.630:  42  CFR  433.15; 

42  CFR  462.1:  42  CFR  462.50;  42  CFR 
462.101;  42  CFR  462.102:  42  CFR  462.106; 
42  CFR  462.107;  42  CFR  466.1;  42  CFR 
466.71;  42  CFR  466.76:  42  CFR  466.78:  42 
CFR  466.83:  ... 

Legal  Deadline:  None 

Abstract  This  rule  sets  forth  several 
changes  to  the  Medicare  regulations 
governing  Peer  Review  Organizations. 
Some  of  these  changes  are  the  result  of 
the  passage  of  the  Consolidated 
Omnibus  Budget  Reconciliation  Act  of 
1985,  the  Omnibus  Budget 
Reconciliation  Act  of  1986  and  the 
Omnibus  Budget  Reconciliation  Act  of 
1990.  Other  changes  are  of  a  technical 
nature  and  are  intended  to  clarify  and 


correct  existing  regulations  on  the  Peer 
Review  Organization  Program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/16/88  53  FR  8654 

NPRM  Comment  05/16/88  53  FR  8654 

Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Harvey  Brook,  Office 
of  Peer  Review,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Rm.  2-D-2 
Meadows  East  Bdlg.,  6325  Security 
Blvd.,  Baltimore,  MD.  21207,  410  966- 
6853 

RIN:  0938-AD38 


983.  HOME  AND  COMMUNITY-BASED 
SERVICES  FOR  THE  ELDERLY  (MB- 
019-IFC) 

Legal  Authority:  42  USC  I396n(d);  42 
USC  1302 

CFR  Citation:  42  CFR  435.3:  42  CFR 
435.217:  42  CFR  435.726:  42  CFR  435.735: 
42  CFR  436.2;  42  CFR  436.217;  42  CFR 
440.250:  42  CFR  441.10;  42  CFR  441.350 
to  441.357:  42  CFR  441.360;  42  CFR 
441.365;  42  CFR  400.203:  42  CFR  440.1: 

42  CFR  440.181 

Legal  Deadline:  Final,  Statutory. 
October  1, 1989. 

Abstract:  This  regulation  will 
implement  section  1915(d)  of  the  Social 
Security  Act,  which  allows  a  State  to 
obtain  a  waiver  of  certain  Medicaid 
requirements  to  permit  Federal  fii.ancial 
participation  for  home  and  community 
based  services  provided  to  individuals 
age  65  or  older  who  are  shown  by  an 
evaluation  to  be  likely  to  require  the 
level  of  care  provided  in  a  skilled 
nursing  facility  (SNF)  or  intermediate 
care  facility  (ICF),  (nursing  facility  (NF) 
effective  October  1. 1990),  the  cost  for 
which  could  be  paid  by  Medicaid.  The 
statute  allows  for  waivers  of 
statewideness,  comparability,  and 
income  deeming.  Under  the  waiver 
provisions,  the  total  amount  expended 
by  the  State  for  home  and  community 
based  services,  SNF  services,  and  ICF 
services  (NF  effective  October  1, 1990) 
for  individuals  over  age  65  may  not 
exceed  a  “projected  amount," 
determined  under  the  methodology 
provided  in  these  regulations.  For 


States  electing  this  option  the  waiver 
would  replace  home  and  community 
based  waivers  available  under  section 
1915(c)  of  the  Act,  for  individuals  in  this 
age  category. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/00/92 
Rule  With 
Comment 
Period 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Robert  Wardwell, 

Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration.  Room  400  EHR,  6325 
Security  Blvd.,  Baltimore.  MD  21207,  410 
966-5659 

RIN:  0938-AD55 


984.  PAYMENT  FOR  DURABLE 
MEDICAL  EQUIPMENT  AND 
ORTHOTIC  AND  PROSTHETIC 
DEVICES  (BPD-494-iFC) 

Legal  Authority:  42  USC  1302;  42  USC 
1395hh:  42  USC  1395m(a);  42  USC 
1395x(n):  42  USC  13951(a):  42  USC 
1395u(b):  42  USC  1395x(b);  42  USC 
1395x(v);  42  USC  1395cc(a);  42  USC 
1395rr:  42  USC  1395ww;  42  USC  1395xx: 
42  USC  1395f(b):  42  USC  1395k;  42  USC 
13951(a);  ... 

CFR  Citation:  42  CFR  405.501;  42  CFR 
405.514:  42  CFR  414.200:  42  CFR  414.202; 
42  CFR  414.210;  42  CFR  414.220;  42  CFR 
414.222:  42  CFR  414.226;  42  CFR  414.228: 
42  CFR  414.229:  42  CFR  410.36:  42  CFR 
410.38:  42  CFR  414.232 

Legal  Deadline:  None 

Abstract:  This  final  rule  with  comment 
period  implements  section  4062  of  PL 
100-203  and  sections  4152  and  4153  of 
PL  101-508.  It  establishes  fee  schedules 
and  payment  methodologies  that  govern 
payments  for  six  categories  of  durable 
medical  equipment  and  orthotic  and 
prosthetic  devices.  The  new  payment 
rates  are  to  be  effective  for  items 
provided  on  or  after  January  1. 1989, 
with  certain  revisions  effective  January 
1. 1991. 
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Timetable:  _ 

Action  Date  FR  Cite 

Interim  Final  07/00/92 
Rule  With 
Ckjmment 
Period 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  l-H-5  ELR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-4497 

RIN:  0g3&-AD65 


985.  CHARGES  TO  RESIDENTS’ 

FUNDS  IN  NURSING  HOMES  (BPD- 
477-F) 

Legal  Authority:  42  USC  1395i-3(f)(7); 

42  USC  1395hh:  42  USC  1302;  42  USC 
1396r(f)(7) 

CFR  Citation:  42  CFR  483 

Legal  Deadline:  Other,  Statutory.  July  1, 
1988. 

Abstract:  This  final  rule  defines  those 
costs  which  may  be  charged  to  the 
personal  fimds  of  Medicare  and 
Medicaid  patients  in  nursing  facilities 
and  the  costs  which  are  to  be  included 
in  the  payment  amount  for  nursing 
facility  services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/20/90  55  FR  10256 

NPRM  Comment  05/21/90  55  FR  10256 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Thomas  E.  Hoyer. 
Diector,  Division  of  Provider  Services 
Coverage  Policy.  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  413  EHR 
Bldg.,  6325  Security  Blvd.,  Baltimore, 
MD  21207,  410  966-4607 

RIN:  0938-AD66 


986.  PROHIBITION  OF  FFP  FOR 
EDUCATIONAL  AND  VOCATIONAL 
TRAINING  FOR  INSTITUTIONALIZED 
INDIVIDUALS  (BPD-485-F) 

Significance:  Regulatory  Program 


Legal  Authority:  42  USC  1302;  42  USC 
1396a(a)(17)(B);  42  USC  1396a(a)(25);  42 
USC  1396b(c) 

CFR  Citation:  42  CFR  441 
Legal  Deadline:  None 

Abstract:  This  rule  reflects  court 
decisions  precluding  the  Department 
from  using  a  child’s  individualized 
education  program  rather  than  the 
nature  of  services  provided,  to 
determine  whether  or  not  services 
provided  to  residents  of  intermediate 
care  facilities  for  the  mentally  retarded 
are  reimbursable  under  Medicaid. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/21/90  55  FR  6015 

NPRM  Comment  04/23/90  55  FR  6015 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Thomas  E.  Hoyer, 
Diector,  Division  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  413  EHR. 
6325  Security  Boulevard,  Baltimore,  MD 
21207,  410  966-4607 

RIN:  093&-AD69 


987.  MEDICARE  SECONDARY  PAYER 
FOR  DISABLED  ACTIVE  INDIVIDUALS 
(BPD-482-F). 

Legal  Authority:  42  USC  1302;  42  USC 
1395y(b);  42  USC  1395hh 

CFR  Citation:  42  CFR  411 
Legal  Deadline:  None 

Abstract:  This  rule  implements  the 
Medicare  secondary  payer  provision  for 
disabled  “active  individuals’’  who  are 
also  covered  under  large  group  health 
plans  (LGHP)  and  prohibits 
discrimination  by  LGHPs  against  such 
individuals. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/08/90  55  FR  8491 

NPRM  Comment  05/08/90  55  FR  8491 

Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Herbert  Pollock, 
Chief,  Medicare  Benefit  Coordination 
Policy  Branch.  Department  of  Health 


and  Human  Services,  Health  Care 
Financing  Administration,  Room  418, 
EHR,  6325  Security  Blvd.,  Baltimore. 
Maryland  21207,  410  966-4474 

RIN:  0938-AD73 


988.  MEDICARE  COVERAGE  OF  HOME 
HEALTH  SERVICES,  MEDICARE 
CONDITIONS  OF  PARTICIPATION  AND 
HOME  HEALTH  AIDE  SUPERVISION 
(BPD-469-F) 

Legal  Authority:  42  USC  1302;  42  USC 
1395x(m);  42  USC  1395hh;  42  USC 
1395x(o) 

CFR  Citation:  42  CFR  409;  42  CFR  418; 
42  CFR  484 

Legal  Deadline:  None 

Abstract:  These  regulations  establish 
home  health  aide  supervision  and  duty 
requirements  applicable  to  all  home 
health  agencies  and  hospices  that 
provide  home  health  aide  services 
under  the  Medicare  program.  In 
addition,  these  regulations  codify 
longstanding  policies  concerning  the 
limitations  and  exclusions  applicable  to 
home  health  services  covered  under  the 
Medicare  program.  The  rule  also 
clarifies  policies  concerning  exclusions 
for  drugs  and  biological  and  prosthetic 
devices. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/27/91  56  FR  49154 

NPRM  Comment  11/26/91  56  FR  49154 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  Thomas  Hoyer, 
Director,  Div.  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413 
EHR,  6325  Security  Blvd.,  Baltimore. 

Md.  21207,  410  966-4607 

RIN:  0938-AD78 
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989.  FEE  SCHEDULE  FOR  PAYMENT 
OF  THERAPEUTIC  AND  DIAGNOSTIC 
SERVICES  OTHER  THAN 
PSYCHOLOGICAL  TESTING 
PROVIDED  BY  CLINICAL 
PSYCHOLOGISTS  AND  CUNICAL 
SOCIAL  WORKERS  (BPD-495^FC) 

Legal  Authority:  42  USC  1302;  42  USC 
1395k:  42  USC  1395m:  42  USC  1395u:  42 
USC  1395W-4;  42  USC  1395x{b);  42  USC 
1395y:  42  USC  1395  cc;  42  USC  1395it: 

42  USC  1395hh:  42  USC  13951:  42  USC 
1395x:  42  USC  13951;  42  USC  1395x(s) 

CFR  Citation:  42  CFR  415 
Legal  Deadline:  None 

Abstract:  This  interim  final  rule  with 
conunent  period  establishes  fee 
schedules  for  payment  for  therapeutic 
and  miscellaneous  diagnostic  services 
furnished  under  Medicare  Part  B  by 
clinical  psychologists  or  incident  to  the 
services  of  a  clinical  psychologist,  and 
a  clinical  social  worker.  It  implements  a 
portion  of  section  4077(b)  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1987  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  06/00/92 
Rule  With 
Comment 
Period 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  l-H-5,  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4497 

RIN:  0938-AD84 

990.  DIAGNOSIS  CODES  ON 
PHYSICIAN  BILLS  (BPD-610-F) 

Legal  Authority:  42  USC  I395u(p);  42 
USC  1395hh:  42  USC  1302 

CFR  Citation:  42  CFR  424.3;  42  CFR 
424.32;  42  CFR  424.34 

Legal  Deadline:  None 

Abstract:  This  rule  requires  each  bill  or 
request  for  payment  for  a  service 
furnished  by  a  physician  under 
Medicare  Part  B  must  include 
appropriate  diagnostic  coding  for  the 
diagnosis  on  the  nature  of  the  illness  or 
injury  for  which  the  Medicare 


beneficiary  received  care.  This  rule 
implements  certain  provisions  of 
section  202(g)  of  PL  100-360. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/21/89  54  FR  30558 

NPRM  Comment  09/19/89  54  FR  30558 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Pat  Brooks,  Director, 
Medical  Coding  Policy  Staff, 

Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  401  ELR,  6325  Security 
Boulevard,  Baltimore,  Maryland  21207, 
410  966-5318 

RIN:  0938-AE06 

991.  HMDS:  GROUP  SPECIFIC 
RATINGS  (OCC-009-F) 

Legal  Authority:  42  USC  300e(c);  42 
USC  300e-l(8)(C) 

CFR  Citation:  42  CFR  417.104;  42  CFR 
417.107 

Legal  Deadline:  None 

Abstract:  This  rule  amends  the 
regulations  governing  payment  for  basic 
health  services  under  the  community 
rating  system  in  federally  qualified 
HMOs  by  implementing  certain  changes 
made  by  the  Health  Maintenance 
Organization  Amendments  of  1988  (Pub. 
L.  100-517).  The  changes  broaden  the 
definition  of  community  rating,  place 
some  restrictions  on  the  use  of  group 
specific  ratings  for  small  groups,  and 
require  HMOs  using  group  specific 
rates  to  disclose  the  method  and  data 
used  in  calculating  the  rates  of 
payment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/11/91  56  FR  31597 

Public  Comment  09/09/91  56  FR  31597 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  Pat  Wright-Gaines, 
Program  Analyst,  Office  of  Coordinated 
Care  Policy  and  Planning.  Department 


of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  4360 
Cohen  Bldg.,  330  Independence  Avenue 
SW.,  Washington.  DC  20201,  202  619- 
2070 

RIN:  0938-AE24 

992.  CLINICAL  LABORATORY 
IMPROVEMENT  AMENDMENTS  OF 
1988;  FEE  COLLECTION  (HSQ-177-FC) 

Significance:  Regulatory  Program 
Legal  Authority:  42  USC  263a 

CFR  Citation:  42  CFR  493.602  to 
493.649 

.  Legal  Deadline:  None 

Abstract:  This  final  rule  implements 
certain  provisions  of  the  Clinical 
Laboratory  Improvement  Amendments 
of  1988  by  requiring  all  laboratories  to 
pay  fees  for  issuance  of  certificates  and 
for  determining  compliance  with 
requirements  for  laboratory  testing.  It 
also  establishes  the  methodology  used 
to  determine  fee  amounts  and  establish 
certificate  application  procedures. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/03/90  55  FR  31758 

NPRM  Comment  10/02/90  55  FR  31758 

Period  End 

Final  Rule  With  02/28/92  57  FR  7188 

Comment 
Period 

Effective  03/30/92  57  FR  7188 

Comment  Period  04/28/92  57  FR  7188 

End 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Jeff  Clark,  Deputy 
Director,  Division  of  Systems 
Management  and  Data  Analysis, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  2-D-2  Meadows  East 
Building,  6325  Security  Boulevard. 
Baltimore,  MD  21207,  410  966-6801 

RIN:  0936-AE28 

993.  “CONFINED  TO  THE  HOME" 
REQUIREMENTS  FOR  HOME  HEALTH 
SERVICES  (BPD-626-F) 

Legal  Authority:  42  USC  1302;  42  USC 
1395f(a);  42  USC  1395hh 

CFR  Citation:  42  CFR  409.42 
Legal  Deadline:  None 
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Abstract  This  rule  clarifies  when  a 
home  health  patient  is  considered 
“confined  to  the  home"  in  order  to 
receive  home  health  benefits. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  10/07/91  56  FR  50542 

NPRM  Comment  12/06/91 
Period  End 

Final  Action  12/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Thomas  Hoyer, 

Director,  Division  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413 
EHR,  6325  Security  Blvd.,  Baltimore, 
MD  21207,  410  966-4607 

RIN:  0938-AE34 


994.  PAYMENT  ADJUSTMENTS  FOR 
HOSPITALS  THAT  SERVE  A 
DISPROPORTIONATE  NUMBER  OF 
LOW-INCOME  PATIENTS  (MB-017-IFC) 

Legal  Authority:  42  USC 1302;  42  USC 
1396a(aKl3)(A);  42  USC  1396r-4 

CFR  Citation:  42  CFR  412;  42  CFR  440; 
42  CFR  447 

Legal  Deadline:  None 

Abstract  This  rule  establishes  the 
requirements  and  options  for  Medicaid 
payments  to  hospitals  that  serve  a 
disproportionate  number  of  low-income 
patients  with  special  needs.  The 
Medicaid  agency  will  be  required  to 
make  payment  adjustments  to  these 
hospitals  when  such  hospitals  have  met 
specified  conditions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/19/90  55  FR  10077 

NPRM  Comment  05/18/90  55  FR  10077 

Period  End 

Interim  Final  00/00/00 

Rule 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 

Additional  Information:  TIMETABLE: 
Pending  resolution  of  complex  policy 
issues. 

Agency  Contact:  Bernard  Truffer, 
Director,  Division  of  Payment  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  291,  EHR,  6325 


Security  Boulevard,  Baltimore,  MD 
21207,  410  966-1357 

RIN:  0938-AE35 


995.  MEDICAID  MANAGEMENT 
INFORMATION  SYSTEM  (MMIS) 
PERFORMANCE  REVIEW, 
NOTIFICATION  PROCEDURES  FOR 
CHANGES  IN  REQUIREMENTS. 
PERFORMANCE  STANDARDS,  AND 
REAPPROVAL  CONDITIONS  (MB-035- 
F) 

Legal  Authority:  42  USC  1302;  42  USC 
1320b-7;  42  USC  1396a(a){4);  42  USC 
1396a{a)(25);  42  USC  1396a(a)(45);  42 
USC  1396b(a)(3);  42  USC  1396b(d)(2);  42 
USC  1396b(dK5) 

CFR  Citation:  42  CFR  433.123 
Legal  Deadline:  None 

Abstract:  This  proposal  would 
eliminate  the  requirement  that  HCFA 
publish  in  the  Federal  Register  a 
proposed  notice  with  opportunity  for 
public  comment  and  then  a  final  notice 
for  any  changes  in  MMIS  performance 
standards  and  other  conditions  for 
reapproval.  Instead,  we  would  use  well 
established  commimication 
arrangements  under  which  States 
provide  input  during  the  development  of 
revisions,  and  we  would  issue 
guidelines  well  in  advance  of 
implementation  changes.  This  change 
will  increase  the  efficiency  of  the 
administrative  process  by  eliminating 
lengthy  timeframes  associated  with  a 
formal  notice  and  comment  procedure, 
thus  allowing  an  expeditious  means  of 
developing  and  communicating  changes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/28/91  56  FR  29612 

NPRM  Comment  07/29/91  56  FR  29612 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  Richard  Friedman, 
Director,  Division  of  Fovment  Systems, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  273,  EHR.  6325 


Security  Blvd.,  Baltimore,  MD  21207,  410 
966-3292 

RIN:  0938-AE36 


996.  SURVEY  REQUIREMENTS  AND 
ALTERNATIVE  SANCTIONS  FOR 
HOME  HEALTH  AGENCIES  (HSO-IGS- 
F) 

Legal  Authority:  42  USC  1302;  42  USC 
1395W-2;  42  USC  1395bbb;  42  USC 
1395hh 

CFR  Citation:  42  CFR  488;  42  CFR  489; 
42  CFR  498 

Legal  Deadline:  None 

Abstract:  These  rules  would  establish 
requirements  for  periodic,  unannounced 
surveys  of  home  health  agencies,  and 
specify  a  number  of  sanctions  that 
could  be  used,  when  a  home  health 
agency  is  out  of  compliance  with 
Federal  requirements,  as  an  alternative 
to  terminating  its  participation  in  the 
Medicare  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/02/91  56  FR  37054 

NPRM  Comment  10/01/91  56  FR  37054 

Period  End 

Final  Action  11/00/92 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State,  Federal 

Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  Irene  Gibson. 

Director,  Division  of  Program 
Operations,  Office  of  Survey  and 
Certification,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2  Meadows 
East,  6300  Security  Boulevard, 
Baltimore.  MD  21207,  410  966-6768 

RIN:  0938-AE39 


997.  OFFSET  OF  MEDICARE 
PAYMENTS  TO  INDIVIDUALS  TO 
COLLECT  PAST  DUE  OBLIGATIONS 
ARISING  FROM  BREACH  OF 
SCHOLARSHIP  AND  LOAN 
CONTRACTS  (BPO-88-F) 

Legal  Authority:  42  USC  1302;  42  USC 
1395CCC;  42  USC  1395hh 

CFR  Citation:  42  CFR  405.640 
Legal  Deadline:  None 
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Abstract:  This  final  rule  sets  forth  the 
procedures  to  be  followed  for  collection 
of  past  due  amounts  owed  by 
individuals  who  breach  contracts  under 
certain  scholarship  and  loan  programs. 
The  regulation  implements  section  4052 
of  the  Omnibus  Budget  Reconciliation 
Act  of  1987. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/06/90  55  FR  46685 

NPRM  Comment  01/07/91  55  FR  46685 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  Federal 

Agency  Contact:  Marvin  Dunkleberger, 
Division  of  Overpayment  Prevention, 
Performance  Monitoring  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  l-E-6  Meadows  East 
Building,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-7519 

RIN:  0938-AE45 


998.  MEDICARE,  MEDICAID  AND  CLIA 
PROGRAMS:  REGULATIONS 
IMPLEMENTING  THE  CLINICAL 
LABORATORY  IMPROVEMENT 
AMENDMENTS  OF  1988  (CLIA’  88) 
(HSQ-176-FC) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  263a 
CFR  Citation:  42CFR493 
Legal  Deadline:  None 

Abstract  Historically  the  Department 
has  regulated  laboratories  by 
“location,"  rather  than  by  types  of  tests 
they  perform.  Amendments  to  the 
Clinical  Laboratories  Improvements  Act 
of  1988  change  this  approach.  The 
amendments  require  that  the 
Department  “regulate  by  test,”  using 
what  is  commonly  referred  to  as  the 
“complexity  model."  This  final  rule  sets 
forth  standards  for  all  laboratories 
based  on  complexity  and  responds  to 
public  comments  on  the  proposed 
standards. 

Timetable: _ _ 

Action  Date  FR  Cite 

NPRM  05/21/90  55  FR  20896 

NPRM  Comment  09/21/90  55  FR  34289 
Period  End 

Final  Rule  With  02/28/92  57  FR  7002 
Comment 
Period 


Action  Date  FR  Cite 

Comment  Period  04/28/92  57  FR  7002 

End 

Effective  09/01/92  57  FR  7002 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Wayne  Smith,  Ph.D., 
Director,  Division  of  Hospital  and 
Ambulatory  Services,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  6325 
Security  Boulevard,  2-D-2  ME, 

Baltimore.  Maryland  21207,  410  966-6001 

RIN:  0938-AE47 


999.  CONDITIONS  OF  COVERAGE 
FOR  ORGAN  PROCUREMENT 
ORGANIZATIONS  (BPD^46-FC) 

Legal  Authority:  42  USC  1302;  42  USC 
1395x:  42  USC  1395hh 

CFR  Citation:  42  CFR  485:  42  CFR  405: 

42  CFR  482 

Legal  Deadline:  Final,  Statutory, 

January  1. 1992. 

Abstract:  This  final  rule  sets  forth 
changes  to  the  conditions  of  coverage 
for  organ  procurement  organizations  . 
(OPOs).  It  deals  with  the  definition  of 
an  OPO  service  area,  expansion  of  the 
qualifications  for  the  Board  of 
Directors,  OPO  assistance  to  be 
provided  to  hospitals  in  establishing 
and  implementing  protocols  governing 
organ  procurement  activity,  establishing 
criteria  for  allocating  organs,  and  organ 
testing  for  AIDS. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/21/91  56  FR  28513 

NPRM  Comment  08/21/91  56  FR  28513 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Claude  Mone, 

Program  Analyst,  Division  of  Medical 
Services  Coverage  Policy,  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  401, 
EHR,  6325  Security  Boulevard. 
Baltimore,  Maryland  21207,  410  966-5666 

RIN:  0938-AE48 


1000.  PREADMISSION  SCREENING 
AND  ANNUAL  RESIDENT  REVIEW 
(BPD-661-F) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395r;  42  USC 
1302 

CFR  Citation:  42  CFR  483 

Legal  Deadline:  NPRM,  Statutory, 

March  19, 1990. 

Abstract:  This  final  rule  would 
implement  sections  4211  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1987  (OBRA  ’87),  Pub.  L.  100-203, 
section  6901  of  the  Omnibus  Budget 
Reconciliation  Act  of  1989  (Pub.  L.  101- 
239),  and  section  4801  of  the  Omnibus 
Budget  Reconciliation  Act  of  1990 
(OBRA  ’90),  Pub.  L.  508.  The  provisions 
include:  (1)  State  requirements  for 
preadmission  screening  and  annual 
resident  review  of  individuals  with 
mental  illness  or  mental  retardation 
who  are  applicants  to  or  residents  of 
nursing  facilities  that  are  certified  for 
Medicaid;  and  (2)  appeals  systems  for 
persons  who  may  be  transferred  or 
discharged  from  facilities  or  who  wish 
to  dispute  a  determination  made  in  the 
preadmission  screening  and  annual 
review  process. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/23/90  55  FR  10951 

NPRM  Comment  05/22/90  55  FR  10951 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact  Julie  Walton,  Program 
Analyst,  Long  Term  Care  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  429,  EHR,  6325 
Security  Boulevard.  Baltimore, 
Maryland  21207,  410  966-0103 

RIN:  093&-AE49 


1001.  REVISIONS  OF  THE  MEDICARE 
ECONOMIC  INDEX  (BPD-655-F) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  I395u(b)(3); 
42  USC  1395u(b)(4):  42  USC  1302;  43 
USC  1395hh:  42  USC  1395p(6);  42  USC 
1395k;  42  USC  13951(a):  42  USC 
1395m(b):  42  USC  1395u(h):  42  USC 
1395x(b):  42  USC  1395x(v):  42  USC 
1395y(a)(14):  42  USC  1395cc(a):  42  USC 
1395rr:  42  USC  1395ww 
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CFR  Citation:  42  CFR  405.502;  42  ('Jli 
405.504 

Legal  Deadline:  None 

Abstract:  This  rule  responds  to 
comments  we  received  on  the  proposed 
rule  relating  to  the  Medicare  Economic 
Index  (MEI).  It  would  revise  the 
procedure  used  to  calculate  the  MEI  in 
order  to  more  accurately  reflect  year-to 
year  economic  changes  affecting  the 
cost  of  providing  physician  services, 
thus  insuring  that  Medicare  payments 
for  those  services  do  not  increase  more 
than  is  justihed.  The  Hnal  rule  also 
amends  current  regulations  to  specify 
dates  of  services  to  which  the  revised 
MEI  applies  and  to  provide  a  procedure 
for  further  revisions  of  the  MEI 
methodology. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  09/09/91  56  FR  45926 

NPRM  Comment  11/08/91  56  FR  45926 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  LEGAL 
AUTHORITY  CONT:  42  USC  1395xx;  42 
use  1395ZZ 

TIMETABLE;  Pending  analysis  of  public 
comments. 

Agency  Contact:  Bernard  Patashnik, 

Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  l-H-5,  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966^97 

RIN:  0938-AE54 


1002.  GRANTING  AND  WITHDRAWAL 
OF  DEEMING  AUTHORITY  TO 
PRIVATE  NONPROFIT 
ACCREDITATION  ORGANIZATIONS 
AND  STATE  LICENSURE  AGENCIES 
FOR  LABORATORIES  (HSQ-181-F) 

Significance:  Regulatory  Program 
Legal  Authority:  42  USC  263a 
CFR  Citation:  42  CFR  493 
Legal  Deadline:  None 

Abstract:  On  October  31, 1988,  Pub.  1. 
100-578  amended  section  353  of  the 
Public  Health  Service  Act.  This  final 
rule  provides  laboratories  with  the 
option  of  meeting  Federal  certiHcation 


requirements  through  accreditations  by 
an  approved  accrediting  body. 
Laboratories  in  States  that  have 
standards  equal  to  or  more  stringent 
than  those  of  section  353  of  the  Public 
Health  Service  Act  will  also  be  exempt 
from  Federal  standards.  A  laboratory 
accredited  under  an  approved 
laboratory  accreditation  program  or 
licensed  in  an  approved  State  licensure 
program  will  be  deemed  to  meet 
Federal  certification  requirements 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/20/90  55  FR  33936 

NPRM  Comment  10/19/90 
Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  Businesses 

Government  Levels  Affected:  State 
Federal 

Agency  Contact:  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  2-D-2,  ME,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-6768 

RIN:  093&-AE62 


1003.  CONFORMING  PROVISIONS 
FOR  1988  HMO  AMENDMENTS  (OCC- 
012-P) 

Legal  Authority:  42  USC  300e(c);  42 
USC  300e-l(l);  42  USC  300e-9 

CFR  Citation:  42  CFR  417 
Legal  Deadline:  None 

Abstract:  This  rule  would  conform 
existing  regulations  to  sections  5(b]  and 
7  of  the  Health  Maintenance 
Organization  (HMO)  Amendments  of 
1988  (Pub.  L.  100-517).  It  would  prohibit 
employers  from  financially 
discriminating  against  HMO  enrollees 
in  setting  employee  health  plan 
contributions.  It  would  also  eliminate 
the  requirement  that  one-third  of  a 
HMO’s  policymaking  body  be  HMO 
enrollees. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/05/91  56  FR  30723 

Public  Comment  09/03/91  56  FR  30723 

Period  End 

interim  Final  00/00/00 

Rule 

Small  Entities  Affected:  None 


Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact  Paul  Kosco,  Office  of 
Coordinated  Care  Policy  and  Planning, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  4360,  Cohen 
Building,  330  Independence  Ave.  SW. 
Washington,  DC  20201,  202  401-2329 

RIN:  0938-AE64 


1004.  LIMIT  ON  PAYMENT  FOR  COST 
OF  AN  INTRAOCULAR  LENS 
FURNISHED  BY  A  HOSPITAL  ON  AN 
OUTPATIENT  BASIS  (BPD-640-F) 

Legal  Authority:  42  UST.  1302;  42  USC; 
1395x(v)(l) 

CFR  Citation:  42  CFR  413.30;  42  CFR 
413.118 

Legal  Deadline:  None 

Abstract  This  final  rule  sets  a  limit  on 
payment  for  the  reasonable  cost  of  an 
intraocular  lens  (lOL)  inserted  on  an 
outpatient  basis  diu'ing  or  subsequent  to 
cataract  surgery  at  a  hospital. 

Timetable: 

Action  Date  FR  Cite 


NPRM  11/06/90  55  FR  46689 

NPRM  Comment  01/07/91  55  FR  46689 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comment. 

Agency  Contact:  Janet  Wellham,  Chief, 
Payment  Policy  Branch,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room  1- 
F-5,  ELR,  6325  Security  Blvd.,  Baltimore, 
Maryland  21207,  410  966-4516 

RIN:  0938-AE76 


1005.  SCHEDULE  OF  LIMITS  ON 
HOME  HEALTH  AGENCY  COSTS  PER 
VISIT  FOR  COST  REPORTING 
PERIODS  BEGINNING  ON  OR  AFTER 
7/1/91  (BPD-679-NC) 

Legal  Authority:  42  USC  1302;  42  USC 
1395x(v)(l):  42  USC  1395hh 

CFR  Citation:  42  CFR  413.30 
Legal  Deadline:  None 
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Abstract  This  notice  sets  forth  an 
updated  schedule  of  limits  on  home 
health  agency  costs  that  may  be  paid 
under  the  Medicare  program.  This 
updated  schedule  will  be  applicable  to 
cost  reporting  periods  beginning  on  or 
after  July  1, 1991. 

Timetable: 

Action  Date  FR  Cite 

Notice  With  12/09/91  56  FR  64256 
Comment 
Period 

Public  Comment  02/07/92  56  FR  64256 
Period 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact:  William  Goeller, 
Director,  Division  of  Payment  and 
Reporting,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  l-F-5,  ELR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-4513 

RIN:  093a-AE78 

1006.  UNIFORM  ELECTRONIC  COST 
REPORTING  SYSTEM  FOR 
HOSPITALS  (BPO-689^ 

Legal  Authority:  42  USC  I395ww(f);  42 
use  1302 

CFR  Citation:  42  CFR  413.20:  42  CFR 
413.24:  42  CFR  413.40:  42  CFR  412.52 

Legal  Deadline:  None 

Abstract:  This  rule  would  implement 
section  1886(f)(1)(B)  of  the  Social 
Security  Act.  which  requires  the 
Secretary  to  place  into  effect  a 
standardized  electronic  cost  reporting 
format  and  allows  the  Secretary  to 
waive  the  requirement  where  such 
implementation  would  result  in  a 
financial  hardship  for  a  hospital. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/19/91  56  FR  41110 

NPRM  Comment  10/18/91  56  FR  41110 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Local, 
State,  Federal 


Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact  William  Goeller, 
Director.  Division  of  Payment  and 
Reporting  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  l-F-5. 
ELR,  6325  Security  Blvd.,  Baltimore,  MD 
21207,  410  966-4513 

RIN:  0938-AE80 

1007.  PAYMENT  CHANGE  FOR  HOME 
DIALYSIS  (BPD-690-F) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1395rr:  42 
USC  1302:  42  USC  13951(a):  42  USC 
1395hh 

CFR  Citation:  42  CFR  414 
Legal  Deadline:  None 

Abstract  This  final  rule  implements 
section  6203(b)  of  Pub,  L  101-239  which 
limits  Medicare  payment  for  home 
dialysis  equipment,  supplies,  and 
support  services,  and  sets  forth  other 
requirements  for  payment  of  suppliers 
of  home  dialysis  supplies  and 
equipment  when  the  patient’s  self-care 
home  dialysis  is  not  under  the  direct 
supervision  of  a  Medicare  approved 
renal  dialysis  facility.  We  are  also 
providing  a  one-time-only  opportunity 
for  certain  home  dialysis  patients  to 
change  from  their  current  method  of 
payment  with  an  immediate  effective 
date. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/26/90  55  FR  53007 

NPRM  Comment  02/25/91  55  FR  53007 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Bernadette 
Schumaker,  Director,  Div.  of  Dialysis  & 
Transplant  Payment  Policy,  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  l-A-5, 
ELR.  6325  Security  Blvd.,  Baltimore.  MD 
21207,  410  966-4568 

RIN:  0938-/VE81 


1008.  AGGREGATION  OF  MEDICARE 
CLAIMS  FOR  ADMINISTRATIVE  LAW 
JUDGE  (AU)  HEARINGS  AND 
JUDICIAL  REVIEW  (BPD-694-F) 

Legal  Authority:  42  USC  I395hh:  42 
USC  1395ff(b)(2);  42  USC  1302 

CFR  Citation:  42  CFR  405.740:  42  CFR 
405.820 

Legal  Deadline:  None 

Abstract  This  rule  would  implement 
section  9341  of  the  Omnibus  Budget 
Reconciliation  Act  of  1986,  which 
allows  the  aggregation  of  claims,  in 
certain  circumstances,  to  meet  the 
threshold  amount  necessary  to  have  a 
hearing  before  a  contractor  hearing 
officer  or  an  administrative  law  judge 
and  to  obtain  judicial  review  under  Part 
A  and  B  of  Medicare. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/20/91  56  FR  28353 

Public  Comment  08/19/91  56  FR  28353 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None' 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE;  Pending  analysis  of  public 
comments. 

Agency  Contact:  Paul  Olenick, 

Director,  Division  of  Medicare  & 
Eligibility  Policy.  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  401, 
EHR,  6325  Security  Blvd.,  Baltimore. 

MD  21207,  410  966-4472 

RIN:  0938-AE93 

1009.  MEDICARE  COVERAGE  OF 
PRESCRIPTION  DRUGS  USED  IN 
IMMUNOSUPPRESSIVE  THERAPY 
(BPD-424-F) 

Legal  Authority:  42  USC  I3g3x(s)(2)(j): 
42  USC  1392 

CFR  Citation:  42  CFR  410 
Legal  Deadline:  None 

Abstract  This  final  rule  amends  the 
regulations  to  reflect  section  9335(c)  of 
the  Omnibus  Budget  Reconciliation  Act 
of  1986  and  section  4075  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1987.  These  provisions  provide 
Medicare  coverage  for  prescription 
drugs  used  in  immunosuppressive 
therapy  furnished  to  an  individual  who 
receives  an  organ  transplant  for  which 
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Medicare  payment  is  made  for  a  period 
of  one  year  after  the  transplant 
procedure. 

Timetable; 

Action  Date  FR  Cite 

NPRM  01/19/88  53  FR  1383 

NPRM  Comment  03/21/88  53  FR  1383 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  publication  of 
RIN  0938- AD07. 

Agency  Contact:  David  Higbee,  Chief. 
Medical  Services  Branch,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
479,  EHR,  6325  Security  Blvd., 

Baltimore.  MD  21207,  410  966-4636 

RIN:  0938-AE94 


1010.  FIRE  SAFETY  STANDARDS  FOR 
HOSPITALS,  LONG  TERM  CARE 
FACILITIES,  AND  INTERMEDIATE 
CARE  FACILITIES  FOR  THE 
MENTALLY  RETARDED  (BPD-650-F) 

Legal  Authority;  42  USC  1395x;  42  USC 
1396d;  42  USC  1302 

CFR  Citation:  42  CFR  482.41(b)(1);  42 
CFR  483.70(a):  42  CFR  483.470(j)(2)(i)(C) 

Legal  Deadline;  None 

Abstract  This  rule  amends  the  fire 
safety  standards  for  hospitals,  long 
term  care  facilities,  and  intermediate 
care  facilities  for  the  mentally  retarded 
and  affects  only  those  facilities.  It 
deletes  references  to  the  1967  and  1973 
editions  of  the  Life  Safety  Code  of  the 
National  Fire  Protection  Association 
and  requires  compliance  with  either  the 
1981  or  1985  editions  depending  on  the 
date  when  the  facility  was  first  certified 
to  participate  in  Medicare  or  Medicaid. 
This  rule  creates  a  uniform  policy  for 
dl  types  of  facilities  that  participate  in 
the  Medicare  and  Medicaid  programs. 
The  revision  of  the  1967  and  1973 
editions  of  the  Life  Safety  Code  is 
intended  to  ensure  that  Medicare  and 
Medicaid  beneficiaries  and  recipients 
have  the  benefit  of  the  most  current  fire 
protection  standards. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/01/90  55  FR  31196 

NPRM  Comment  10/01/90  55  FR  31196 
Period  End 

Final  Action  00/00/00 
Small  Entities  Affected:  None 
Goverrunent  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  Thomas  E.  Hoyer, 

Director,  Division  of  Provider  Services 
Coverage  Policy.  Department  of  Health 
and  Human  Services.  Health  Care 
Financing  Administration.  Room  413, 
EHR.  6325  Security  Blvd.,  Baltimore, 

MD  21207,  410  966-4607 

RIN:  0938-AE97 


1011.  ALLOWING  CERTIFICATIONS 
AND  RECERTIFICATIONS  BY  NURSE 
PRACTITIONERS  AND  CUNICAL 
NURSE  SPECIALISTS  FOR  CERTAIN 
SERVICES  (BPO-709-F) 

Legal  Authority:  42  USC  I395f(a):  42 
USC  1302 

CFR  Citation:  42  CFR  424 
Legal  Deadline:  None 

Abstract:  This  Hnal  regulation 
implements  section  6028  of  OBRA  1989. 
It  allows  nurse  practitioners  and 
clinical  nurse  specialists  working  in 
collaboration  with  a  physician  to  certify 
and  recertify  certain  services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/28/91  56  FR  29609 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  Information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact  Thomas  Hoyer, 
Director,  Div.  of  Provider  Services  & 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413, 
EHR.  6325  Security  Blvd.,  Baltimore, 

MD  21207,  410  966-4607 

RIN:  0938-AF01 


1012.  CHANGES  TO  THE  LONG-TERM 
CARE  FACILITY  SURVEY  PROCESS 
(HSQ-ITS-FC) 

Legal  Authority:  PL  101-239,  Sec 
6901(a);  42  USC  1395i-3:  42  USC 
1395aa(d);  42  USC  1396r,  42  USC  1302  ’ 

CFR  Citation:  42  CFR  442;  42  CFR  488 
Legal  Deadline:  None 

Abstract:  This  final  rule  with  comment 
period  amends  the  Medicare  and 
Medicaid  regulations  by  removing 
obsolete  long-term  care  survey  forms, 
guidelines,  and  procedures  used  by 
State  agencies  when  they  evaluate  a 
Medicare  skilled  nursing  facility  or  a 
Medicaid  nursing  facility  for 
compliance  with  Federal  certification 
requirements.  Effective  October  1, 1990, 
the  application  of  new  Federal 
participation  requirements  for  these 
facilities  with  an  increased  focus  on 
actual  or  potential  resident  outcomes 
has  made  the  survey  forms  and  process 
in  existing  regulations  outdated. 
Retention  of  die  outdated  items  could 
cause  confusion  in  connection  with 
directions  State  survey  agencies  must 
follow  in  determining  facility 
compliance. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  With  00/00/00 
Comment 
Period 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Additional  Information: 

TIMETABLE;  Pending  court  ruling. 

Agency  Contact:  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  2-D-2,  ME,  6325 
Security  Blvd.,  Baltimore.  MD  21207,  410 
966-6768 

RIN:  0938-AF02 


1013.  REVISED  PROCEDURES  FOR 
PAYING  CLAIMS  FROM  PROVIDERS 
OF  MEDICARE  SERVICES  (BPO-93-N) 

Legal  Authority:  42  USC  1395g(a);  42 
USC  1395n(a);  42  USC  1302 

CFR  Citation:  42  CFR  424 
Legal  Deadline:  None 

Abstract:  This  notice  would  implement 
a  uniform  payment  policy  and 


Federal  Register  /  Vol.  57.  No.  81  /  Monday,  April  27,  1992  /  Unified  Agenda 


16785 


HHS— HCFA 


Final  Rule  Stage 


procedures  for  paying  providers  of 
services  under  Medicare  Parts  A  and  B 
by  allowing  intermediaries  and  carriers 
to  pay  providers  through  direct  deposits 
into  providers'  accounts  if  certain 
conditions  are  met.  This  would  reduce 
the  cost  of  administration,  preparation, 
and  control  of  hard  copy  checks,  and  at 
the  same  time  provide  payments  to 
providers  more  readily. 

Timetable: 

Action  Date  FR  Cite 

Proposed  Notice  07711/91  56  FR  31666 
Public  Comment  06/12/91  56  FR  31666 
Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Louis  Palmieri,  Budget 
Analyst,  Division  of  Contractor 
Financial  Management,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  l-B-4, 
Meadows  East  Building,  6325  Security 
Blvd.,  Baltimore,  MD  21207,  410  966- 
7528 

RIN:  0938-AF04 


1014.  GENERAL  NOTICE  ON 
MEDICARE  SECONDARY  PAYMENT 
(BPO-94-GN) 

Legal  Authority:  42  USC  isgsy 
CFR  Citation:  42  CFH  411.25 
Legal  Deadline:  None 

Abstract  Hiis  general  notice  will 
establish  procedures  to  be  followed  by 
insurers  in  reporting  Medicare 
Secondary  Payment  information  which 
is  required  by  current  regulation.  This 
notice  is  necessary  because  the 
regulation  does  not  specify  the 
reporting  procedures  to  be  used. 

Timetable: 

Action  Date  FR  Cite 

General  Notice  06/00/92 
Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact  Marc  Thomas. 
Director,  Division  of  Operational 
Initiatives,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  367,  ME  Bldg., 
6325  Security  B4vd.,  Baltimore.  MD 
21207,  410  966-7154 

RIN:  0938-AF05 


1015.  COORDINATION  OF  MEDICAID 
WITH  SPECIAL  SUPPLEMENTAL 
FOOD  PROGRAM  FOR  WOMEN, 
INFANTS  AND  CHILDREN  (MB-30-F) 

Legal  Authority.  42  USC 

1396a(a)(ll)(C);  42  USC  1396a(a)(53):  42 
USC  1302 

CFR  Citation:  42  CFR  431.635 
Legal  Deadline:  None 

Abstract  This  final  rule  requires  State 
Medicaid  agencies  to  coordinate  the 
operation  of  the  Medicaid  program  with 
the  State’s  operation  of  the  Special 
Supplemental  Food  Program  for 
Women,  Infants,  and  Children  (WIC) 
under  section  17  of  the  Child  Nutrition 
Act  of  1966.  State  Medicaid  agencies 
also  are  required  to  notify  certain 
Medicaid  recipients  of  WIC  benefits 
and  refer  them  to  the  local  WIC  figency. 
This  rule  implements  section  6406  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1989,  Pub.  L.  101-239. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/17/90  55  FR  51735 

NPRM  Comment  02/15/91  55  FR  51735 
Period  End 

Final  Action  07/00/92 
Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact:  Marinos  Svolos, 
Director.  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services.  Health  Care 
Financing  Administration,  Room  323, 
EHR,  6325  Security  Boulevard. 
Baltimore.  MD  21207,  410  966-4451 

RIN:  0938-AF09 


1016.  REQUIRED  COVERAGE  OF 
NURSE  PRACTITIONER  SERVICES  • 
MEDICAID  (MB-41-F) 

Legal  Authority:  42  USC  1396d(a)(2l); 
42  USC  1302 

CFR  Citation:  42  CFR  440 
Legal  Deadline:  None 

Abstract  This  regulation  would  require 
direct  payment  to  certified  pediatric 
and  family  nurse  practitioners  to  the 
extent  that  these  providers  are 
authorized  to  practice  under  State  laws. 
It  would  implement  section  6405  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1989  (Pub.  L.  101-239)  which  became 
effective  July  1. 1990. 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/23/91  56  FR  66392 

NPRM  Comment  02/22/92  56  FR  66392 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  TIMET/VBLE; 
Pending  analysis  of  public  comments. 

Agency  Contact  Robert  Wardwell, 
Director,  Division  of  Coverage  Policy. 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  400,  EHR,  6325  Security 
Blvd.,  Baltimore,  MD  21207,  410  966- 
5659 

RIN:  0938-AF12 


1017.  PAYMENT  FOR  FEDERALLY 
QUAUFtED  HEALTH  CENTER  (FQHC) 
SERVICES  (BPD-728-FC) 

Legal  Authority.  42  USC 

1396d(a)(2)(C):  42  USC  1396d(l)(2):  42 
USC  1396a(a)(13)(E):  42  USC  1302 

CFR  Citation:  42  CFR  447.301 
Legal  Deadline:  None 

Abstract  This  final  rule  with  comment 
period  would  establish  a  new  category 
of  facility  known  as  an  FQHC,  the 
services  of  which  are  covered  under  the 
Medicare  program.  These  regulations 
also  establish  requirements  for 
coverage  and  payment  of  FQHC 
services  under  Medicare.  These 
regulations  implement  section  4704  of 
Pub.  L.  101-508. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  with  05/00/92 
Comment 
Period 

Smalt  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Rita  McGrath,  Chief, 
Alternative  Delivery  Organization 
Branch,  Department  of  Health  and 
Human  Services.  Health  Care  Financing 
Administration,  Room  441,  EHR.  6325 
Security  Blvd..  Baltimore,  MD  21207,  410 
966-4635 

RIN:  0938-AF14 
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1018.  GRANTING  AND  WITHDRAWAL 
OF  DEEMING  AUTHORITY  TO 
NATIONAL  ACCREDITATION 
ORGANIZATIONS  (HSQ-159-F) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1302;  42  USC 
1395f:  42  USC  1395x:  42  USC  1395bb:  42 
USC  1395cc:  42  USC  1395hh:  42  USC 
1395qq:  42  USC  1395rr;  42  USC  1395tt 

CFR  Citation:  42  CFR  401.126b;  42  CFR 
401.133;  42  CFR  488.9 

Legai  Deadiine:  None 

Abstract:  This  final  rule  expands  the 
types  of  providers  and  suppliers  of 
services  that  we  may  consider  to  meet 
conditions  of  participation  or 
certification  or  conditions  for  coverage 
by  virtue  of  their  accreditation  by  a 
national  accreditation  program.  This 
rule  also  amends  confidentiality  and 
disclosure  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/14/90  55  FR  51434 

NPRM  Comment  02/12/91  55  FR  51434 

Period  End 

Final  Action  07/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact:  Irene  Gibson, 

Director,  Division  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-D-2,  ME,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966^68 

RIN:  0938-AF17 


1019.  WITHDRAWAL  OF  COVERAGE 
OF  THERMOGRAPHY(BPD-645-FN) 

Legal  Authority:  42  USC  I395x;  42  USC 
1395y;  42  USC  1302 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract  This  notice  announces  the 
Medicare  program's  withdrawal  of  ' 
Medicare  coverage  of  thermography  for 
all  indications. 

Timetable: 

Action  Date  FR  Cite 

Proposed  Notice  10/09/90  55  FR  41140 
Public  Comment  12/10/90  55  FR  41140 
Period  End 

Final  Action  1 1  /00/92 

Small  Entities  Affected:  Undetermined 


Government  Levels  Affected: 

Undetermined 

Agency  Contact  Sam  Shekar,  Chief, 
Special  Coverage  Issues  Branch, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  445  EHR,  6325 
Security  Blvd.,  Baltimore,  MD  21207,  410 
966-5316 

RIN:  093&-AF18 


1020.  ESSENTIAL  ACCESS 
COMMUNITY  HOSPITALS  (EACHS) 

AND  RURAL  PRIMARY  CARE 
HOSPITALS  (RPCHS)  (BPD-713-F) 

Legal  Authority:  PL  101-239,  Sec  6003; 
PL  101-239,  Sec  6116;  PL  101-508,  Sec 
4008(d) 

CFR  Citation:  42  CFR  400;  42  CFR  409; 
42  CFR  410;  42  CFR  411;  42  CFR  412;  42 
CFR  424;  42  CFR  485;  42  CFR  488;  42 
CFR  489;  42  CFR  440;  42  CFR  413;  42 
CFR  440;  42  CFR  498 

Legal  Deadiine:  None 

Abstract  This  final  rule  responds  to 
comments  we  received  on  the  proposed 
rule  relating  to  the  Essential  Access 
Community  Hospital  (EACH)  program 
that  implements  sections  6003(g)  and 
6116  of  the  Omnibus  Budget 
Reconciliation  Act  of  1989  (Pub.  L.  101- 
239),  which  authorizes  HCFA  to 
designate  certain  rural  hospitals  as 
EACHs  and  other  rural  facilities  as 
rural  primary  care  hospitals  (RPCHs), 
and  to  pay  for  their  services  to 
Medicare  patients.  It  also  implements 
section  4008(d)  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990  (Pub.  L  101- 
508)  which  made  several  technical 
amendments  to  the  original 
EACH/RPCH  legislation. 

This  final  rule  will  state  the 
requirements  a  facility  must  meet  to  be 
designated  as  an  EACH  or  RPCH, 
describe  the  types  of  EACH  and  RPCH 
services  for  which  Medicare  coverage  is 
available  and  explain  how  payment  for 
the  services  will  be  made. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/25/91  56  FR  55382 

NPRM  Comment  12/24/91  56  FR  55382 

Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 


Agency  Contact:  Thomas  E.  Hoyer, 

Director,  Division  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  413, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4607 

RIN:  0938-AF21 


1021.  MEDICARE  COVERAGE  OF 
SCREENING  MAMMOGRAPHY  (BPD- 
724-F) 

Significance:  Agency  Priority 

Legai  Authority:  42  USC  I395x;  42  USC 
1395m:  42  USC  13951;  42  USC  1395aa(a); 
42  USC  1395bb(a):  42  USC 
13951(a)(2)(E):  42  USC  1395y(a) 

CFR  Citation:  42  CFR  405.534;  42  CFR 
405.535:  42  CFR  410.1;  42  CFR  410.10;  42 
CFR  411.15:  42  CFR  413.123;  42  CFR 
494.50;  42  CFR  494.51;  42  CFR  494.52;  42 
CFR  494.54;  42  CFR  494.56;  42  CFR 
494.58;  42  CFR  494.60;  42  CFR  494.62;  42 
CFR  494.64;  ... 

Legal  Deadline:  None 

Abstract:  This  final  rule  will  address 
comments  received  on  the  interim  final 
rule  that  provides  limited  coverage  for 
screening  mammography  services. 
Medicare  regulations  have  been  revised 
to  set  forth  payment  limitations  and 
conditions  for  coverage  of  screening 
mammography.  The  conditions  consist 
of  quality  standards  to  assure  the 
safety  and  accuracy  of  screening 
mammography  services  performed  by 
qualified  physicians  and  other  suppliers 
of  these  services. 

Timetable: 

Action  Date  FR  Cite 


Interim  Final 
Rule 
Effective 
Public  Comment 
Period  End 
Final  Action 


12/31/90  55  FR  53510 

01/01/91  55  FR  53510 
03/01/91  55  FR  53510 

05/00/92 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 
Additional  information: 

TIMETABLE:  Pending  analysis  of  public 
comments. 

Agency  Contact:  William  Larson, 
Program  Analyst,  Office  of  Coverage 
and  Eligibility  Policy,  Department  of 
Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
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463,  EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4639 

RiN:  0938-AF28 


1022.  SELF-IMPLEMENTING 
COVERAGE  AND  PAYMENT 
PROVISIONS  OF  OMNIBUS  BUDGET 
RECONaLIATION  ACT  OF  1990  (BPD- 
725-FC) 

Significance:  Agency  Priority 

Legal  Authority:  PL  101-508,  Sec  4006; 
PL  101-508,  Sec  4008(g);  PL  101-508,  Sec 
4008(m)(l);  PL  101-508,  Sec  4102  to  4104; 
PL  101-608,  Sec  4107;  PL  101-508,  Sec 
4151(a)to  (c):  PL  101-508,  Sec  4153(b);  PL 
101-508,  Sec  4153(d);  PL  101-508,  Sec 
4201;  PL  101-508,  Sec  4203(c);  PL  101- 
508,  Sec  4204(g);  PL  101-239:  PL  101-234 

CFR  Citation:  42  CFR  405;  42  CFR  406; 
42  CFR  410;  42  CFR  411;  42  CFR  412;  42 
CFR  413;  42  CFR  409;  42  CFR  418;  42 
CFR  489 

Legal  Deadline:  None 

Abstract  This  final  rule  with  comment 
period  updates  the  Medicare 
regulations  to  add  or  conform  them  to 
certain  self-implementing  previsions  on 
coverage  of  services  and  payment 
requirements  under  the  Omnibus 
Budget  Reconciliation  Act  of  1990.  In 
some  cases,  certain  self-implementing 
provisions  of  the  Omnibus  Budget 
Reconciliation  Act  of  1989  and  the 
Medicare  Catastrophic  Coverage  Repeal 
Act  of  1989  have  been  included  so  that 
the  OBRA  ’90  provisions  could  be 
accurately  reflected  in  the  regulations. 

The  immediate  update  of  the 
regulations  will  remove  existing 
conflicts  between  the  regulations  and 
the  statute,  thus  preventing  possible 
public  confusion. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  With  05/00/92 
Comment 
Period 

SmaN  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Federal 

Agency  Contact  Sue  B.  Brown, 
Director,  Regulations  Staff,  Department 
of  Health  and  Human  Services,  Health 
Care  Financing  Administration,  Room 
132,  EHR,  6325  Security  Boulevard, 
Baltimore.Maryland  21207,  410  966-4658 

RIN:  0938-AF27 


1023.  MEDICAID  PAYMENT  FOR 
COVERED  OUTPATIENT  DRUGS 
UNDER  REBATE  AGREEMENTS  (MB- 
046-IFC) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1396a(a);  42 
use  1396b(i);  42  USC  1396r-8:  42  USC 
1396b(a) 

CFR  Citation:  42  CFR  447 
Legal  Deadline:  None 

Abstract  This  rule  would  incorporate 
into  our  regulations  the  provisions  of 
section  4401  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990  which 
concern  reimbursement  for  prescribed 
drugs.  Section  4401  amended  title  XDC 
of  the  Social  Security  Act  to  add 
specific  requirements  for  payment  for 
covered  outpatient  drugs.  In  general, 
the  requirements  concern:  denial  of 
Federal  technical  participation  unless 
rebate  agreements  and  drug  use  review 
are  in  effect;  prohibiting  State  plan  drug 
access  limitations  for  drugs  covered 
under  a  rebate  agreement;  and  the 
content  of  the  rebate  agreements.  The 
drug  rebate  agreement  was  previously 
published  in  the  Federal  Register  on 
February  21, 1991  (56  FR  7049). 

Timetable: 

Action  Date  FR  Cite 


Interim  Final  06/00/92 
Rule 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 

Agency  Contact  Larry  Reed,  Chief, 
Medicaid  Noninstitutional  Payment 
Policy  Branch.  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  273 
EHR.  6325  Security  Boulevard. 
Baltimore,  Maryland  21207,  410  966-0830 

RIN:  0938-AF42 


1024.  UPDATE  OF  AMBULATORY 
SURGICAL  CENTER  PAYMENT  RATES 
EFFECTIVE  OCTOBER  1,  1991  AND 
ADDITIONS  TO  AND  DELETIONS 
FROM  THE  CURRENT  UST  OF 
COVERED  SURGICAL  PROCEDURES 
(BPD-710-NC) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  I395l(i);  42 
USC  1395k(a)(2) 

CFR  Citation:  42  CFR  416.120;  42  CFR 
416.130 


Legal  Deadline:  Final  Statutory. 
October  1, 1991. 

Abstract  This  notice  implements 
section  1833(i)(2)(B)  of  the  Social 
Security  Act  that  requires  the  payment 
rates  for  ambulatory  surgical  center 
services  be  reviewed  and  updated 
every  year.  This  notice  also  announces 
additions  to  and  deletions  fiom  the 
current  list  of  surgical  procedures  for 
which  facility  services  are  covered 
when  the  procedures  are  performed  in 
an  ambulatory  surgical  center.  Section 
1833(i)(l)  requires  the  list  of  procedures 
to  be  reviewed  and  updated  at  least 
every  two  years. 

Timetable: 


Action 

Date 

FR  Cite 

Effective 

12/31/91 

56  FR  67666 

Notice  with 
Comment 
Period 

12/31/91 

56  FR  67666 

Public  Comment 
Period  End 

03/02/92 

56  FR  67666 

Final  Action 

00/00/00 

Sntall  Entities  Affected:  Businesses. 
Organizations 

Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE; 
Pending  analysis  of  public  comments. 

Agency  Contact:  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  l-H-5  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4497 

RIN:  0936-AF48 


1025.  PAYMENT  FOR  CUSTOMIZED 
WHEELCHAIRS  (BPD-730-F) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1395m;  42 
USC  1302 

CFR  Citation:  42  CFR  414.224 
Legal  Deadline:  None 

Abstract:  'This  final  rule  establishes 
criteria  to  be  applied  in  determinations 
whether  a  wheelchair  qualifies  for 
treatment  as  a  customized  item  for 
payment  purposes.  Section  4152(c)(4)(B) 
of  the  Omnibus  Budget  Reconciliation 
Act  of  1990  established  a  broad 
definition,  effective  for  items  furnished 
on  or  after  January  1, 1992,  that  could 
have  the  effect  of  encompassing  many 
more  items  than  are  presently  being 
determined  to  be  “customized”  for 
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payment  purposes.  However,  that 
section  also  provides  that  the  statutory 
criteria  will  not  become  effective  if  the 
Secretary  develops  specific  criteria 
prior  to  January  1, 1992,  for  the 
treatment  of  wheelchairs  as  customized 
items  for  purposes  of  Medicare 
payment. 

Timetable:  _ 

Action  Date  FR  Cite 

Interim  Final  12/20/91  56  FR  65995 
Rule  With 
Comment 

NPRM  Comment  02/18/92  56  FR  65995 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact  Bernard  Patashnik, 
Director,  Division  of  Medical  Services 
Payment,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  I-H-5,  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4497 

RIN:  0936-AF49 


1026.  MEDICARE  AND  MEDICAID 
PROGRAMS;  ADVANCE  DIRECTIVES 
(BPD-718-IFC) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  I395cc;  42 
use  1302 

CFR  Citation:  42  CFR  417.436;  42  CFR 
417.801:  42  CFR  431.20;  42  CFR  431.107; 

42  CFR  434.28:  42  CFR  483.10;  42  CFR 
484.10:  42  CFR  489.10;  42  CFR  489.100; 

42  CFR  489.104;  42  CFR  498.3 

Legal  Deadline:  None 

Abstract  These  interim  rules  amend 
the  Medicare  and  Medicaid  regulations 
governing  provider  agreements  and 
contracts  to  establish  requirements  for 
States,  hospitals,  nursing  facilities, 
skilled  nursing  facilities,  providers  of 
home  health  care  or  personal  care 
services,  hospice  programs  and  prepaid 
health  plans  concerning  advance 
directives.  An  advance  directive  is  a 
written  instruction,  such  as  a  living  will 
or  durable  power  of  attorney  for  health 
care,  recognized  under  State  law, 
relating  to  the  provision  of  health  care 
when  an  individual's  condition  makes 
him  or  her  unable  to  express  his  or  her 
wishes.  The  intent  of  these  provisions  is 


to  enhance  an  individual’s  control  over 
medical  treatment  decisions.  These 
rules  implement  sections  4206  and  4751 
of  the  Omnibus  Budget  Reconciliation 
Act  of  1990. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  03/06/92  57  FR  8194 

Rule  With 
Comment 
Period 

Public  Comment  05/05/92 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact  Thomas  Hoyer, 
Director,  Division  of  Provider  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  400, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4607 

RIN:  0938-AF50 


1027.  DURABLE  MEDICAL 
EQUIPMENT  (DME)  MEDICAL 
NECESSITY  FORMS  (BPD-734-FC) 

Legal  Authority:  42  USC  1395m(a);  42 
USC  1302 

CFR  Citation:  42  CFR  410.38 
Legal  Deadline:  None 

Abstract:  Section  4152(f]  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1990  prohibits  DME  suppliers  from 
distributing  to  physicians  or 
beneficiaries  any  completed  or  partially 
completed  forms  or  other  documents 
required  by  the  Secretary  to  show  that 
a  covered  item  is  medically  necessary. 
These  regulations  set  forth  the 
limitations  regarding  the  information 
which  a  supplier  of  DME  may  provide 
to  a  physician  or  beneficiary. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  With  00/00/00 
Comment 
Period 

Small  Entities  Affected:  Undetermined 

Government  Leveis  Affected: 

Undetermined 

Additionai  information:  TIMETABLE: 
Pending  legislative  activity. 


Agency  Contact:  Israel  Brauner, 
Program  Analyst,  Medical  Services 
Branch,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  401,  EHR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4640 

RIN:  0938-AF51 


1028.  INJECTABLES  FOR 
OSTEOPOROSIS  (BPD-73S-FC) 

Legal  Authority:  42  USC  I395x(s)(2) 
CFR  Citation:  42  CFR  410 
Legai  Deadiine:  None 

Abstract:  This  Hnal  rule  with  comment 
period  implements  provisions  of  section 
4156  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990.  Under  this 
provision.  Medicare  will  provide  limited 
coverage  of  injectable  drugs  for 
treatment  of  patients  with 
postmenopausal  osteoporosis.  This  rule 
will  specify  the  conditions  which  a 
beneficiary  must  meet  to  be  eligible  for 
coverage  under  this  provision. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  With  00/00/00 
Comment 
Period 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  TIMETABLE: 
Pending  technical  legislative 
amendments. 

Agency  Contact  John  Thomas, 

Program  Analyst,  Long  Term  Care 
Branch,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  401,  EHR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4636 

RIN:  0938-AF52 


1029.  PARTIAL  HOSPITAUZATION 
SERVICES  IN  COMMUNITY  MENTAL 
HEALTH  CENTERS  (BPD-736-IFC) 

Legal  Authority.  42  USC  1395k(a)(2];  42 
USC  1395x{ff)(3);  42  USC  1395cc(e) 

CFR  Citation:  42  CFR  400;  42  CFR  410; 
42  CFR  489;  42  CFR  498 

Legal  Deadline:  None 

Abstract  This  interim  final  rule  sets 
forth  the  coverage  criteria  and  payment 
methodology  for  partial  hospitalization 
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services  furnished  in  community  mental 
health  centers.  It  also  specifies  the 
requirements  a  community  mental 
health  center  must  meet  in  order  to 
enter  into  a  Medicare  provider 
agreement  to  furnish  partial 
hospitalization  services. 

This  interim  final  rule  implements  the 
provisions  of  section  4162  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1990  (Pub.  L.  101-508). 

Timetable:  _ _ 

Action  Date  FR  Cite 

Interim  Final  10/00/92 
Rule  With 
Comment 
Period 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Anne  Marie  Hummel. 
Director,  Division  of  Medical  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  401, 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4637 

RIN:  0938-AF53 


1030.  MEDICARE  COVERAGE  OF  EPO 
FOR  HOME  USE  BY  HOME  DIALYSIS 
PATIENTS  (BPD-737-F) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1302;  42  USC 
1395x(s)(2)(P):  42  USC  1395hh 

CFR  Citation:  42  CFR  405:  42  CFR  410: 
42  CFR  413:  42  CFR  414 

Legal  Deadline:  None 

Abstract:  This  rule  provides  for 
Medicare  coverage  of  the  drug 
erythropoietin  (EPO)  when  used  at 
home  by  ESRD  patients  who  dialyze  at 
home.  This  makes  it  more  convenient 
for  home  dialysis  patients,  who 
previously  had  to  go  to  a  dialysis 
facility  or  a  physician's  office  to  have 
the  drug  administered.  The  rule 
establishes  requirements  to  ensure  that 
only  patients  found  capable  of  home 
use  of  the  drug  are  approved  for  it,  and 
that  those  patients  are  properly 
monitored  during  home  use  of  the  drug. 
Section  4201(d)(1)(C)  of  OBRA  90 
provides  for  Medicare  coverage  for  EPO 
effective  July  1, 1991,  subject  to 
methods  and  standards  established  by 
the  Secretary  in  regulations  for  the  safe 
and  effective  use  of  the  drug. 


Timetable: 

Action 

Date 

FR  Cite 

Effective 

09/04/91 

56  FR  43706 

Interim  Final 

09/04/91 

56  FR  43706 

Rule  With 
Comment 

Public  Comment 

11/04/91 

56  FR  43706 

End 

Final  Action 

10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Anne  Marie  Hummel, 
Director,  Division  of  Medical  Services 
Coverage  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  401 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4637 

RIN:  0938-AF54 


1031.  RECOGNITION  OF  THE 
COMMUNITY  HEALTH 
ACCREDITATION  PROGRAM 
STANDARDS  FOR  HOME  CARE 
ORGANIZATIONS  (BPD-739-FN) 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  I395bb(a) 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract  In  this  final  notice,  we  would 
recognize  the  accreditation  program  of 
the  Community  Health  Accreditation 
Program  (CHAP),  a  subsidiary  of  the 
National  League  for  Nursing,  for  Home 
Health  Agencies  (HHAs)  that  wish  to 
participate  in  the  Medicare  or  Medicaid 
programs.  We  have  found  that  the 
accreditation  process  of  this 
organization  provides  reasonable 
assurance  that  HHAs  accredited  by  it 
meet  the  conditions  required  by  the 
Medicare  law  and  regulations.  As  a 
result  of  this  determination,  HHAs 
accredited  by  CHAP  will  not  be  subject 
to  routine  inspection  by  Medicare  State 
survey  agencies  to  determine  their 
compliance  with  Federal  requirements. 
Rather,  they  will  be  “deemed"  to  meet 
the  Medicare  conditions  of 
participation.  They  will,  however,  be 
subject  to  validation  and  complaint 
investigation  surveys. 

Timetable: 

Action  Date  FR  Cite 

Proposed  Notice  09/05/91  56  FR  43929 
Public  Comment  11/04/91  56  FR  43929 
Period  End 

Final  Action  06/00/92 


Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  John ).  Thomas, 
Program  Analyst,  Long  Term  Care 
Branch,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  401,  EHR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-4623 

RIN:  0938-AF55 


1032.  RECOGNITION  OF  THE  JOINT 
COMMISSION  ON  THE 
ACCREDITATION  OF  HEALTHCARE 
ORGANIZATIONS  STANDARDS  FOR 
HOME  HEALTH  CARE 
ORGANIZATIONS  (BPD-740-PN) 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  I395bb(a) 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  In  this  final  notice,  we  would 
recognize  the  accreditation  program  of 
the  Joint  Commission  on  the 
Accreditation  of  Healthcare 
Organizations  (JCAHO)  for  Home 
Health  Agencies  (HHAs)  that  wish  to 
participate  in  the  Medicare  or  Medicaid 
programs.  We  have  found  that  the 
accreditation  process  of  this 
organization  provides  reasonable 
assurance  that  HHAs  accredited  by  it 
meet  the  conditions  required  by  Federal 
law  and  regulations.  As  a  result  of  this 
determination,  HHAs  accredited  by 
JCAHO  would  be  “deemed”  to  meet  the 
Medicare  conditions  of  participation  for 
HHAs,  and  therefore  would  not  be 
subject  to  routine  inspection  by  State 
survey  agencies  to  determine  their 
compliance  with  Federal  Requirements. 
They  would,  however,  be  subject  to 
validation  and  complaint  investigation 
surveys. 

Timetable: 

Action  Date  FR  Cite 

Proposed  Notice  02/03/92  57  FR  4044 
Comment  Period  04/03/92  57  FR  4044 
End 

Final  Action  00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Additional  Information:  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact:  John  J.  Thomas. 
Program  Analyst,  Long  Term  Care 
Branch,  Department  of  Health  and 
Human  Services.  Health  Care  Financing 
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Administration,  Room  401,  EUR,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-4623 

RIN:  0938-AF56 


1033.  CONTINUOUS  USE  OF 
DURABLE  MEDICAL  EQUIPMENT 
(BPD>742-IFC) 

Significance:  Agency  Priority 
Legai  Authority:  42  USC  1395 
CFR  Citation:  42CFR414 

Legal  Deadline:  Final,  Judicial,  July  30, 
1991, 

Abstract  Section  1634(a)(7)(A]  of  the 
Social  Security  Act  requires  that  the 
Secretary  determine  the  meaning  of  the 
word  “continuous"  as  it  is  used  in 
defining  a  period  of  continuous  use  for 
which  we  make  payments  for  durable 
medical  equipment.  Our  current  policy 
on  this  issue  has  been  in  effect  under 
manual  issuances  since  January  1, 1989, 
but  it  has  not  been  published  as  a 
regulation.  On  May  31 1991,  the  U.S. 
District  Court  for  l^erto  Rico  in  Medics, 
Inc.  et  al.  v.  Louis  Sullivan  ordered  the 
Secretary  to  publish  a  notice  and 
comment  rulemaking  document  in  the 
Federal  Register  that  sets  forth  rules 
concerning  the  meaning  of  continuous 
use  as  it  applies  to  the  rental  of  durable 
medical  equipment  under  Medicare. 

The  Court  also  ordered  publication  of  a 
final  rule.  This  rule  addresses  items 
required  by  the  Court  order. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final 

Rule  With 
Comment 

Period 

10/09/91 

56  FR  50821 

Effective 

11/08/91 

56  FR  50821 

Public  Comment 
Period  End 

11/22/91 

56  FR  50821 

Final  Action 

00/00/00 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 

Additional  information:  TIMETABLE: 
Fending  analysis  of  public  comments. 

Agency  Contact  William  Long, 

Program  Analyst,  Medical  Services 
Branch,  Office  of  Payment  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  l-H-5,  ELR,  6325 


Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5655 

RIN:  0938-AF57 


1034.  REPORTING  REQUIREMENTS 
FOR  FINANCIAL  RELATIONSHIPS 
BETWEEN  PHYSICIANS  AND  HEALTH 
CARE  ENTITIES  THAT  FURNISH 
SELECTED  ITEMS  AND  SERVICES 
(BPO-100-F) 

Significance:  Agency  Priority 

Legai  Authority:  42  USC  1302;  42  USC 
1395nn(f) 

CFR  Citation:  42  CFR  411.1;  42  CFR 
411.350;  42  CFR  411.351;  42  CFR  411.361; 
42  CFR  411.363;  42  CFR  411.365 

Legal  Deadline:  None 

Abstract  This  rule  requires  clinical 
laboratories  and  certain  other  entities 
to  provide  HCFA  with  information 
pertaining  to  their  financial  relationship 
with  physicians  and  members  of  a 
physician's  immediate  family  as 
required  by  section  1877(f)  of  the  Social 
Security  Act.  The  statute  requires  that 
this  information  be  submitted  by 
October  1, 1991. 

Timetable: 

AcUon  Date  FR  Cite 

Final  Rule  With  12/03/91  56  FR  61374 
Comment 
Period 

Public  Comment  02/03/92  56  FR  61374 
Period  End 

Final  Action  00/00/00 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information;  TIMETABLE: 
Pending  analysis  of  public  comments. 

Agency  Contact  Debra  Beals,  Chief, 
Review  Branch,  Bureau  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  204-L,  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-3356 

RIN:  0938-AF58 


1035.  DESIGNATION  OF  REGIONAL 
CARRIERS  TO  PROCESS  CLAIMS  FOR 
DURABLE  MEDICAL  EQUIPMENT, 
PROSTHETICS,  ORTHOTiCS  AND 
SUPPLIES  (BPO-102-FC) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  1395m(a);  42 
USC  1302 


CFR  Citation:  42  CFR  400.202;  42  CFR 
420.200;  42  CFR  420.201;  42  CFR  420.204; 
42  CFR  420.205;  42  CFR  421.210;  42  CFR 
421.1;  42  CFR  421.200;  42  CFR  421.202; 

42  CFR  421.206 

Legal  Deadline:  None 

Abstract  This  rule  would  modify 
Medicare  regulations  to  establish 
provision  for  the  designation  of  regional 
carriers  to  process  claims  for  durable 
medical  equipment,  prosthetics, 
orthotics,  and  supplies.  These  revisions 
would  be  made  imder  authority 
provided  in  sections  1834(a)(12], 
1834(h)(3),  and  1842(a)  of  the  Social 
Security  Act.  We  would  expect  more 
efHcient  and  economical  administration 
of  the  Medicare  program  to  result. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/06/91  56  FR  47758 

NPRM  Comment  01/06/92  56  FR  47758 
Period  End 

Final  Action  07/00/92 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Federal 

Agency  Contact:  Lisanne  Bradley, 
Program  Analyst,  Bureau  of  Program 
Operations,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  368  ME  Building, 
6325  Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-3359 

RIN:  0938-AF59 


1036.  EXEMPTION  OF  LOW  INCOME 
PREGNANT  WOMEN  FROM 
ELIGIBILITY  CONDITION  OF 
ESTABLISHING  PATERNITY  AND 
SEEKING  SUPPORT  (MB-048-FC) 

Legal  Authority:  42  USC  l396k(a)(l)(B) 

CFR  Citation:  42  CFR  433.145;  42  CFR 
433.147;  42  CFR  435.604;  42  CFR  436.604 

Legal  Deadline:  None 

Abstract:  As  a  condition  of  eligibility 
for  Medicaid,  every  applicant  must 
agree  to  cooperate  in  establishing  the 
paternity  of  children  bom  out  of 
wedlock,  and  in  obtaining  medical 
payments  and  support.  This  rule 
modifies  the  regulations  to  incorporate 
a  provision  of  section  4606  of  Pub.  L. 
101-508,  which  provides  an  exemption 
to  this  condition  for  pregnant  women 
who  qualify  for  Medicaid  under  special 
eligibility  requirements  for  low  income 
pregnant  women. 
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Timetable:  _ 

Action  Date  FR  Cite 

Final  Rule  With  06/00/92 
Comment 
Period 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4451 

RIN:  0938-AF65 


1037.  COMMUNITY  SUPPORTED 
LIVING  ARRANGEMENTS  SERVICES 
(MB-049-IFC} 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  I396d;  42  USC 
1302:  42  USC  1396u(h)(l) 

CFR  Citation:  42  CFR  441.355;  42  CFR 
441.357;  42  CFR  441.359 

Legal  Deadline:  Final,  Statutory, 
October  1, 1992.  Other,  Statutory,  July  1, 
1991. 

Other  deadline  is  for  an  interim  final 
rule. 

Abstract  These  interim  final  rules 
specify  minimum  protection 
requirements  that  must  be  met  in  order 
for  a  State  to  be  eligible  to  provide 
optional  community  supported  living 
arrangement  services  to  individuals 
with  developmental  disabilities  as 
defined  in  section  1930(b)  of  the. Social 
Security  Act.  These  rules  implement 
section  1930(h)(1)(B)  of  the  Social 
Security  Act,  as  added  by  section  4712 
of  the  Omnibus  Budget  Reconciliation 
Act  of  1990. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final 

Rule  With 
Comment 

09/24/91 

56  FR  48112 

Comment  Period 
End 

11/25/91 

56  FR  48112 

Interim  Final 

Rule  Comment 
Period  End 

11/25/91 

56  FR  48112 

Final  Action 

00/00/00 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 
Additional  Information: 


TIMETABLE:  Pending  receipt  and 
analysis  of  public  comments. 

Agency  Contact  Robert  Wardwell, 
Director,  Division  of  Coverage  Policy, 
Department  of  Health  and  Human 
Services,  Health  Care  Financing 
Administration,  Room  400  EHR,  6325 
Security  Boulevard,  Baltimore, 
Maryland  21207,  410  966-5659 

RIN:  0938-AF66 


1038.  MEDICAID  DRUG  USE  REVIEW 
PROGRAM  AND  ELECTRONIC  CLAIMS 
MANAGEMENT  SYSTEM  FOR 
OUTPATIENT  DRUG  CLAIMS  (MB-050- 
IFC) 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1302;  42  USC 
1396r-8 

CFR  Citation:  42  CFR  456 
Legal  Deadline:  None 

Abstract  This  interim  final  rule 
implements  sections  1927(g)  and  (h)  of 
the  Social  Security  Act  as  established 
by  the  Omnibus  Budget  Reconciliation 
Act  of  1990  (Pub.  L.  101-508).  It 
prescribes  requirements  for  an 
outpatient  drug  use  review  program  that 
includes  both  prospective  drug  review 
and  retrospective  drug  use  review.  It 
also  contains  requirements  for  State 
drug  use  review  boards  and 
requirements  of  a  point-of-sale 
electronic  claims  management  system 
for  processing  claims  for  outpatient 
drugs. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  07/00/92 
Rule  With 
Comment 
Period 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 

Agency  Contact  Christopher  Howe. 
Branch  Chief,  Systems  Performance 
Branch,  Department  of  Health  and 
Human  Services,  Health  Care  Financing 
Administration,  Room  2-J-2  ELR,  6325 
Security  Boulevard,  Baltimore, 

Maryland  21207,  410  966-3276 

RIN:  0938-AF67 


1039.  MEDICAID:  OUTSTATIONED 
INTAKE  LOCATIONS  FOR  CERTAIN 
LOW-INCOME  PREGNANT  WOMEN, 
INFANTS  AND  CHILDREN  (MB-052- 
IFC) 

Legal  Authority:  42  USC  I396a(a)(55); 

42  USC  1302 

CFR  Citation:  42  CFR  435.901;  42  CFR 
435.902:  42  CFR  435.903;  42  CFR  435.904; 
42  CFR  435.907 

Legal  Deadline:  None 

Abstract  This  interim  final  rule 
interprets  a  statutory  requirement  that 
State  Medicaid  agencies  must  provide 
for  receipt  and  initial  processing  of 
Medicaid  applications  filed  by  certain 
low-income  pregnant  women,  infants, 
and  children  at  locations  which  are 
other  than  those  used  for  receipt  and 
processing  of  Aid  to  Families  with 
Dependent  Children  (AFDC) 
applications.  The  statutory  requirement 
also  provides  that  the  application  form 
for  these  individuals  must  not  be  the 
AFDC  application  form. 

The  rule  is  based  on  a  new  section 
1902(a)(55)  of  the  Social  Security  Act  as 
added  by  section  4602  of  the  Omnibus 
Budget  Reconciliation  Act  of  1990,  Pub. 
L.  101-508. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  05/00/92 
Rule  with 
Comment 
Period 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State 

Agency  Contact:  Marinos  Svolos, 
Director,  Division  of  Medicaid 
Eligibility  Policy,  Department  of  Health 
and  Human  Services,  Health  Care 
Financing  Administration,  Room  323 
EHR,  6325  Security  Boulevard, 
Baltimore,  Maryland  21207,  410  966-4451 

RIN:  0938-j\F69 


1040.  HOME  AND  COMMUNITY-BASED 
CARE  AS  AN  OPTIONAL  SERVICE 
(MB-053-IFC) 

Significance:  Regulatory  Program 

Legal  Authority:  42  USC  I396d(a);  42 
USC  1302 

CFR  Citation:  42  CFR  441 
Legal  Deadline:  None 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Completed  Actions 

Health  Care  Rnancing  Administration  (HCFA) 


1041.  STATE  SHARE  OF  FINANCIAL 
PARTICIPATION  (MB-22-IFC) 

Significance:  Regulatory  Program 
CFRatatiom  42CFR433 
Completed: 

Reason  Date  FR  Cite 


Withdrawn  -  12/09/91  56  FR  64195 

withdrawal 
notice 
published 
12/09/91 

Small  Entities  Affected:  None 

Government  Levels  Affected:  State 

Agency  Contact  Bernard  Truner,  410 

966-4576 

RIN:  0938-y\O36 


1042.  FEE  SCHEDULE  FOR  CERTIFIED 

NURSE-MIDWIFE  SERVICES  (BPD-496- 
P) 

CFR  Citation:  42  CFR  405;  42  CFR  410 

Completed: 

Reason  Date  FR  Cite 

Final  Action  11/25/91 

completed  - 
incorporated  in 
0938- AE91, 
published 
11/25/91 

Final  Action  01/01/92  56  FR  59502 

Effective 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Agency  Contact:  Bernard  Patashnik, 

410  966-4497 

RIN:  0g36-AO85 


1043.  ENFORCEMENT  OF 
LABORATORY  REQUIREMENTS  (HSQ- 
179-F) 

Significance:  Regulatory  Program 

CFR  Citation:  42  CFR  488;  42  CFR  489; 
42  CFR  498 

Completed: 

Reason  Date  FR  Cite 

Final  Action  02/28/92  57  FR  7218 

Final  Action  09/01/92  57  FR  7218 

Effective 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  State, 
Federal 

Agency  Contact  Irene  Gibson,  410  966- 
6768 

RIN:  0938-/VE60 


1044.  GEOGRAPHIC  DESIGNATION 
FOR  HOME  HEALTH  AGENCY 
BRANCH  OFFICES  (BPD-651-FN) 

CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 


Withdrawn  01/21/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  William  Goeller,  410 
966-4513 

RIN:  0938-AE77 


1045.  MEDICARE  PAYMENT  FOR 
HOSPICE  CARE  (BPD-691-FC) 

CFR  Citation:  42  CFR  418 


Completed: 

Reason  Date  FR  Cite 

Final  Action  -  no  06/12/91 
public 
comments 
received 

Final  Action  07/12/91 
Effective 

Small  Entitles  Affected:  Businesses 

Government  Levels  Affected:  None 

Agency  Contact  Randal  Ricktor,  410 

966-4586 

RIN:  0938-AE62 


1046.  FEE  SCHEDULE  FOR 
PHYSICIANS’  SERVICES  (BPD-712-F) 

Significance:  Regulatory  Program 
CFR  Citation:  42  CFR  405;  42  CFR  415 
Completed: 

Reason  Date  FR  Cite 

Final  Action  11/25/91  58  FR  59502 
Final  Action  01/01/92  56  FR  59502 
Effective 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Terrence  Kay,  410 
966-4494 

RIN:  0938-AE91 


1047.  ELIGIBILITY  FOR  PREMIUM 
HOSPITAL  INSURANCE;  STATE  BUY- 
IN  AGREEMENTS  (BPD-668-F) 

CFR  Citation:  42  CFR  406;  42  CFR  407 
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Completed: 

Reason  Date  FR  Cite 

Final  Action  08/12/91  56  FR  38074 

Final  Action  09/11/91 

Effective 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  State 

Agency  Contact:  Denis  Garrison,  410 
966-5643 

RIN:  0938-AE92 


1046.  MEDICARE  ECONOMIC  INDEX 
UPDATE  EFFECTIVE  JANUARY  1, 
1992  (BPD-714-N) 

CFR  Citation:  None 

Completed:  _ 

Reason  Date  FR  Cite 

Final  Action  1 1  /25/91 

Combined  with 
RIN  0938-AF24 
that  was 
published 
11/25/91 

Final  Action  10/01/91 

Effective 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Bernard  J.  Patashnik, 
410  966-4497 

RIN:  0938-AF22 


1049.  PHYSICIAN  PERFORMANCE 
STANDARD  RATE  OF  INCREASE  FOR 
FISCAL  YEAR  1992  (BPO-703-N) 

Significance:  Agency  Priority 
CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 

Final  Action  11/25/91  58  FR  59813 

Final  Action  10/01/91  56  FR  59813 

Effective 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact:  Bernard  Patashnik, 
410  966-4497 

RIN:  0938-AF24 


1050.  DIRECT  PAYMENT  OF  ORGAN 
PROCUREMENT  ORGANIZATIONS 
(BPD-715-P) 

CFRatation:  42  CFR  412.100;  42  CFR 
413.60;  42  CFR  413.100 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  01/10/92 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  Local. 
State 

Agency  Contact  Bernadette 
Schumaker,  410  966-4568 

RIN:  0g38-AF25 


1051.  MEDICAID  EUGIBILITY 
QUALITY  CONTROL  (MB-032-N) 

CFR  Citation:  None 
Compieted: 

Reason  Date  FR  Cite 

Final  Action  12/19/91  58  FR  65853 
Smaii  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
Federal 

Agency  Contact:  Kathy  Rama,  410  966- 
5929 

RIN:  0938-AF36 


1052.  PART  A  PREMIUM  FOR  THE 
UNINSURED  AGED  FOR  1992  (OACT- 
037-N) 

Significance:  Agency  Priority 
CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 

Final  Action  11/15/91  56  FR  58069 

Final  Action  01/01/92  56  FR  58069 

Effective 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Barbara  S.  Klees,  410 
966-6388 

RIN:  0938-AF37 


Completed  Actions 


1053.  MONTHLY  ACTUARIAL  RATES 
AND  MONTHLY  SUPPLEMENTAL 
INSURANCE  PREMIUM  RATE  FOR 
1992  (OACT-038-N) 

Significance:  Agency  Priority 
CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 

Final  Action  11/15/91  56  FR  58062 

Final  Action  01/01/92  56  FR  58062 

Effective 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Carter  WarfieliL  410 
966-6396 

RIN:  0938-AF38 


1054.  INPATIENT  HOSPITAL 
DEDUCTIBLE  AND  HOSPITAL  AND 
SKILLED  NURSING  FACILITY 
COINSURANCE  AMOUNTS  FOR  1992 
(OACT-039-N) 

Significance:  Agency  Priority 
CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 


Final  Action  11/15/91  56  FR  58061 

Final  Action  01/01/92  56  FR  58061 

Effective 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact  Barbara  S.  Klees,  410 
966-6388 

RIN:  0g38-AF39 


1055.  STANDARDS  FOR  DERNING 
DISPROPORTIONATE  SHARE 
HOSPITALS  (MB-58-P) 

Significance:  Agency  Priority 
CFR  Citation:  42  CFR  447.290 
Compieted: 

Reason  Date  FR  Cite 

Withdrawn  12/09/91  56  FR  64228 

Smalt  Entities  Affected:  Undetermined 
Government  Levels  Affected:  State 

Agency  Contact  Charlene  Brown,  410 
966-4576 

RIN:  0938-AF75 
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DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Proposal  Rule  Stag* 

Administration  for  Children  and  Families  (ACF) _ 


1056.  AID  TO  FAMIUES  WITH 
DEPENDENT  CHILDREN  PROGRAM; 
EXTENSION  OF  MEOICAIO 
EUQIBILITY  WHEN  SUPPORT 
COLLECTIONS  RESULT  IN 
TERMINATION  OF  AFDC  EUQIBILITY 

Legal  Authority:  42  USC  606;  42  USC 
1302;  PL  98-37&  Sec  20;  PL  100-485,  Sec 
303(e) 

CFR  Citation:  42  CFR  435;  42  CFR  436; 
45  CFR  233 

Legal  Deadline:  None 

Abstract  This  NPRM,  which 
implements  section  20  of  the  Child 
Support  Enforcement  Amendments  of 
1984  (Pub.  L  98-376)  specifies  that  in 
any  case  where  the  collection  or 
increased  collection  of  support  under 
title  IV-D  of  the  Social  Security  Act 
contributes  in  whole  or  part  to  a 
family's  ineligibility  for  AFDC  the 
family  is  deemed,  but  only  for  the 
purpose  of  Medicaid  eligibility,  to  be 
receiving  AFDC  for  a  period  of  four 
calendar  months  after  the  last  month  of 
AFDC  eligibility.  This  applies  only  to 
families  who  receive ‘AFDC  in  three  of 
the  six  months  immediately  preceding 
the  month  of  ineligibility.  “Received" 
includes  those  individuals  denied  an 
AFDC  payment  solely  because  of  a 
payment  under  $10,  the  recoupment  of 
an  overpayment  or  because  the 
payment  is  determined  to  be  zero  as  a 
result  of  rounding. 

TImatabla:  _ 

Action  Data  FR  dta 

NPRM  06/00/92 

Final  Action  06/00/93 

SmMI  EntMM  Aftoctad:  None 
Govammant  Lavala  Affactad:  None 

Agancy  Contacfc  Made  Storrs,  Director, 
Division  of  Policy,  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L'Enfant 
Plaza  Promenade  SW.,  Washington,  DC 
20447,  202  401-9289 

RIN:  0970-AA07 


1057.  REVISIONS  TO  AUDIT 
REGULATIONS  AS  A  RESULT  OF  THE 
CHILD  SUPPORT  PROVISIONS  OF 
THE  FAMILY  SUPPORT  ACT  OF  1988 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  603(h);  42 
USC  604(d);  42  USC  652(a)(1);  42  USC 
652(a)(4);  42  USC  1302 


CFR  Citation:  45  CFR  301;  45  CFR  305 
Legal  OaadNna:  None 

Abatract  This  regulation  revises 
existing  audit  procedures  as  a  result  of 
changes  to  program  regulations  to 
implement  the  child  support  provisions 
of  the  Family  Support  Act  of  1988. 

These  changes  establish  timeframes 
and  standards  for  providing  child 
support  enforcement  services,  and 
require  use  of  guidelines  to  establish 
support  orders  among  other  things. 
Audit  regulations  are  being  revised  for 
consistency  with  new  program 
requirements. 

TImatabla: _ 

Actlofl  Data  FR  dta 

NPRM  07/00/92 

Rnal  Action  07/00/93 

Small  Entitlaa  Affactad:  None 

Qovamntant  Lavala  Affactad:  Local, 
State,  Federal 

Agancy  Contact  Lourdes  Henry, 
Program  Specialist,  Policy  and  Planning 
Div,  Office  of  Child  Support 
EnforcemenL  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L’Enfant 
Promenade  SW..  Washington,  DC  20447, 
202  401-5440 

RIN:  0970-AA74 


1058.  CHILD  SUPPORT  RELATED 
CHANGES  TO  THE  AFDC  PROGRAM 

Legal  Authority:  42  USC  602(g);  42 
USC  602(a)(26);  42  USC  602(a)(44);  42 
USC  602(a)(ll);  42  USC  603;  42  USC 
1302 

CFR  Citation:  45  CFR  232;  45  CFR  235; 
45  CFR  256 

Legal  Deadline:  None 

Abatract  This  regulation  will:  (1) 
Establish  minimum  sanction  timeframes 
for  failure  to  cooperate  in  establishing 
paternity  and  obtaining  child  support 
(2)  deny  transitional  cMld  care  (TCC) 
benefits  to  a  family  when  the  caretaker 
relative  fails  to  cooperate  with  the 
State  in  establishing  and  enforcing  child 
support  obligations  and  extend  the  good 
cause  exemption  to  include  TCC 
recipients;  and  (3)  require  the  State  IV- 
A  agency  to  promptly  provide 
information  to  the  State  IV-D  agency 
for  any  child  bom  out-of-wedlock  for 
whom  paternity  has  not  been 
established. 


TImetebIt _ 

Action  Data  FR  CIta 

NPRM  09/00/92 

Final  Action  09/00/93 

NPRM  Comment  00/00/00 
Period  End 

Small  Entitlaa  Affactad:  None 
Govammant  Lavala  Affactad:  State 

Agancy  Contact  Mack  Storrs,  Director, 
Division  of  Policy,  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L’Enfant 
Promenade  SW.,  Washington,  DC  20447, 
202  401-9288 

RIN:  0970-AA96 


1059.  FOSTER  CARE.  ADOPTION 
ASSISTANCE,  AND  CHILD  WELFARE 
SERVICES 

Significanca:  Regulatory  Program 
Lagal  Authority:  42  USC  627 

CFR  Citation:  45  CFR  1355;  45  CFR 
1356;  45  CFR  1357 

Lagal  Daadllna:  None 

Abatract  This  NPRM  will  propose 
criteria  the  Department  will  use  to 
verify  that  a  State  has  met  statutory 
requirements  and  is  eligible  to  receive 
additional  funds  under  section  427  of 
the  Social  Security  Act.  The  proposed 
rule  will  contain  the  specific  criteria  by 
which  State  performance  in  meeting  the 
requirements  of  section  427  is 
determined,  the  percentage  levels  and 
other  standards  for  case  record 
compliance,  and  procedures  for 
conducting  compliance  reviews. 

TImatabla: 

Action  Date  FR  Cite 

NPRM  10/30/92 

SmaH  Entities  Affactad:  None 
Govammant  Levels  Affected:  State 

Additional  Information:  This  action 
wras  previously  reported  under  RIN 
ooeg-AAoo. 

Agency  Contact  Jeff  Rosenbmg, 
Special  /Assistant  to  the  Commissioner, 
Admin,  for  Children,  Youth,  and 
Families,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington,  DC  20013,  202  245-0347 

RIN:  0970-AA97 
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1060.  REQUIREMENTS  APPLICABLE 
TO  TITLE  IV-E  FOSTER  CARE  AND 
TITLE  IV-B  CHILD  WELFARE 
SERVICES 

Legal  Authority;  42  USC  670  et  seq:  42 
use  620  et  seq 

CFRatation:  45  CFR  135^  45  CFR 
1357 

Legal  Deadline;  None 

Abstract  The  Department  plans  to 
issue  a  Notice  of  Proposed  Rulemaking 
regarding:  (1)  regulatory  changes 
related  to  ^e  judicial  determination 
requirement  for  reasonable  efforts  to 
prevent  removal  and  to  reunify  the 
foster  child  with  his  parents:  (2)  a 
limitation  on  the  documentation  used  to 
verify  title  IV-E  eligibility  and  State 
com^iance  with  section  427  of  the 
Social  Security  Act;  and  (3)  a  regulatory 
change  from  current  policy  regarding 
what  constitutes  a  child’s  home/foster 
home  for  the  purpose  of  title  IV-E 
eligibility  which  will  provide  for 
equitable  treatment  of  relative  and  non- 
relative  foster  care  providers. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/31/92 

SmaN  Entities  Affected:  None 
Government  Levels  Affected;  State 

Additional  Information;  This  action 
was  previously  reported  under  RIN 
0980- AA44. 

Agency  Contact  Daniel  H.  Lewis, 
Acting  Associate  Commissioner. 


Admin,  for  Children.  Youth  and 
Families.  Department  of  Health  and 
Human  Services.  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington.  DC  20013.  202  245-0618 

RIN:  0970-AB07 

1061.  TITLE  IV-E  ADMINISTRATIVE 
COSTS 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  670 
CFR  Citation:  45CFR1356 
Legal  Deadline:  None 

Abstract  This  NPRM  will  propose 
uniform  deHnitions  and  new 
requirements  States  must  meet  in 
claiming  reimbursement  for 
administrative  costs  under  the  foster 
care  and  adoption  assistance  programs 
(title  IV-E  of  the  Social  Security  Act). 

Timetable: _ _ _ _ 

Action  Date  FR  Cite 

NPRM  03/30/93 

Smali  Entities  Affected:  None 
Government  Levels  Affected:  State 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA47. 

Agency  Contact  Daniel  H.  Lewis. 
Acting  Associate  Commissioner  for 
Children,  Youth  and  Families, 
Department  of  Health  and  Human 
Services.  Administration  for  Children 


and  Families,  P.O.  Box  1182. 
Washington.  DC  20013.  202  245-0618 

RIN:  097(>-ABl0 

1062.  AMENDMENTS  TO 
DEVELOPMENTAL  DISABILITIES 
RULES 

Legal  Authority:  42  USC  6000  et  seq 

CFRatation:  45  CFR  1385;  45  CFR 
1386;  45  CFR  1387;  45  CFR  1388 

Legal  Deadline:  Final,  Statutory.  April 
29, 1991. 

Abstract  This  NPRM  will  propose  to 
update  current  rules  with  clarifications 
and  new  requirements  to  implement 
recent  changes  in  the  Developmental 
Disabilities  Assistance  and  Bill  of 
Rights  Act  (Pub.  L.  101-496). 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affectect  State 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA48. 

Agency  Contact:  Will  Wolstein.  Deputy 
Commissioner.  Administration  on 
Developmental  Disabilities,  Department 
of  Health  and  Human  Services, 
Administration  for  Children  and 
Families.  200  Independence  Avenue, 
SW.,  Room  329D,  Washington,  DC 
20201,  202  245-2904 

RIN:  0970-ABll 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Final  Rule  Stage 

Administration  for  Children  and  Families  (ACF) 


1063.  AID  TO  FAMIUES  WITH 
DEPENDENT  CHILDREN  PROGRAM; 
IMPLEMENTATION  OF  THE  DERCIT 
REDUCTION  ACT  OF  1984 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  1302;  PL  98- 
369  The  DeHcit  Reduction  Act  of  1984; 
PL  99-514  The  Tax  Reform  Act  of  1986 

CFR  Citation;  45  CFR  233.36;  45  CFR 
237.50;  45  CFR  233.10;  45  CFR  233.90;  45 
CFR  232.20;  45  CFR  233.35 

Legal  Deadline:  None 

Abstract:  The  final  regulations  will 
clarify  provisions  first  published  in  the 
Interim  Final  Rules  implementing  the 


Deficit  Reduction  Act  of  1984  and  as 
clarified  by  the  Tax  Reform  Act  of  1986. 

Timetable: _ _ 

Action  Date  FR  Cite 

Interim  Final  09/10/84  49  FR  35586 

Rule 

Final  Action  06/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  State, 
Federal 

Agency  Contact  Mack  Storrs,  Director, 
Division  of  Policy.  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L’Enfant 


Plaza  Promenade  SW.,  Washington.  DC 
20447,  202  401-9289 

RIN:  0970-AA06 


1064.  IMMEDIATE  WAGE 
WITHHOLDING,  REVIEW  AND 
ADJUSTMENT  OF  CHILD  SUPPORT 
ORDERS,  AND  MONTHLY  NOTICE  OF 
SUPPORT  COLLECTIONS 

Significance:  Agency  Priority 

Legal  Authority.  42  USC  654(5);  42 
USC  666 

CFR  Citation:  45  CFR  302.54;  45  CFR 
302.70;  45  CFR  303.4;  45  CFR  303.8;  45 
CFR  303.100 
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Legal  Deadline:  None 

Abstract  This  regulation  implements 
certain  provisions  of  the  Family  Support 
Act  of  1988  (Pub.  L  100-485).  It 
implements  provisions  requiring  States; 
(1)  by  November  1990,  to  require 
immediate  income  withholding  in  all 
cases  receiving  services  under  title  IV- 
D  of  the  Social  Security  Act  with  new 
or  modihed  orders  unless  there  is  a 
finding  of  good  cause  not  to  implement 
withholding,  or  an  alternative 
arrangement;  (2)  to  have  a  plan  in  effect 
by  October  13, 1990  for  review  and 
adjustment  of  child  support  orders,  as 
appropriate,  in  accordance  with  support 
guidelines;  and  (3)  to  send  monthly  as 
opposed  to  annual  notices  of  the 
amount  of  support  collected  to  AFDC 
families,  effective  January  1. 1993. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/15/90  55  FR  33414 

NPRM  Comment  10/15/90 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Craig  Hathaway, 
Policy  Specialist.  Office  of  Child 
Support  Enforcement,  Department  of 
Health  and  Human  Services, 
Administration  for  Children  and 
Families,  370  L’Enfant  Promenade  SW.. 
Washington.  DC  20447,  202  401-5367 

RIN:  0970-AA63 


1065.  RELATED  AFDC  AMENDMENTS 
UNDER  THE  FAMILY  SUPPORT  ACT 
OF  1988 

Legal  Authority:  PL  100-485,  Sec 
401(a):  PL  100-485,  Sec  402;  PL  100-485, 
Sec  403;  PL  100-485,  Sec  601;  PL  100-485. 
Sec  604(a)(3);  PL  101-508,  Sec  5061;  PL 
101-508,  Sec  5062:  PL  101-508,  Sec  11115 

CFR  Citation:  45  CFR  201.1(g):  45  CFR 
232.2:  45  CFR  233.20(a)(3)(xiii):  45  CFR 
233.20(a)(6)(xi):  45  CFR  233.100 

Legal  Deadline:  None 

Abstract  Would  make  the  following 
changes  required  by  the  Family  Support 
Act:  (1)  Require  all  States  to  provide 
benefits  for  families  with  unemployed 
parents  and  authorize  States  to  time¬ 
limit  benefits  within  certain  constraints: 
(2)  increase  the  standard  work  expense 
disregard  to  $90;  (3)  increase  the  limit 
of  the  dependent  care  disregard  to  $175 


($200  for  a  child  under  2):  (4)  disregard 
earned  income  tax  credit  payments;  (5) 
allow  States  to  require  as  a  condition  of 
eligibility  that  minor  mothers  who  have 
never  married  live  in  a  place  of 
residence  maintained  by  a  parent,  legal 
guardian  or  other  adult-supervised 
living  arrangement;  (6)  add  American  ' 
Samoa  to  the  jurisdictions  authorized  to 
develop  and  operate  programs  under 
title  IV  of  the  Social  Security  Act: 

(cont) 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  08/22/90  55  FR  34294 

NPRM  Comment  10/22/90 
Period  End 

Final  Action  06/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State.  Federal 

Additional  Information:  ABSTRACT 
CONT:  and  (7)  make  States  responsible 
for  assuring  that  benefits  and  services 
under  titles  IV-A,  IV-D,  and  IV-F  are 
furnished  in  an  integrated  manner  and 
reinforce  the  role  and  responsibility  of 
the  State  in  obtaining  the  cooperation 
of  the  applicant/recipient  in  the 
establishment  of  paternity  and  the 
enforcement  of  child  support 
obligations. 

It  also  implements  three  sections  of  the 
Omnibus  Budget  Reconciliation  Act  of 
1990  (Pub.  L.  101-508)  which  made 
clarifying  or  technical  changes  to:  (1) 
the  penalties  applying  to  AFDC-UP 
cases  cases.  (2)  credit  for  “quarters  of 
work*'  based  on  prior  WIN  or  CWEP 
participation,  and  (3)  exclusion  of  EITC 
payments  under  the  185  percent  gross 
income  test. 

Agency  Contact  Mack  Storrs,  Director, 
Division  of  Policy,  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L'Enfant 
Plaza  Promenade  SW„  Washington,  DC 
20447,  202  401-9289 

RIN:  0970-AA69 


1066.  DISREGARDS  OF  INCOME  AND 
RESOURCES 

Legal  Authority:  PL  100-50:  PL  100-707: 
PL  100-383:  PL  101-201:  PL  101-239 

CFR  Citation:  45  CFR  233.20(a)(4) 
Legal  Deadline:  None 


Abstract  Would  add  the  following 
income  and  resource  disregards  to  the 
regulations:  (1)  Disregard  of  Bona  Fide 
Loans;  (2)  Disregard  of  Student 
Financial  Assistance  under  title  IV  of 
the  Higher  Education  Act  or  under 
Bureau  of  Indian  Affairs  Student 
Assistance  Programs  that  is  made 
available  for  attendance  costs;  (3) 
Disregard  of  Compensation  to 
individuals  of  Japanese  ancestry,  and 
residents  of  the  Aleutian  and  Pribilof 
Islands  who  were  interned  during 
World  War  II;  (4)  Disregard  of  Federal 
major  disaster  and  emergency 
assistance  under  the  Disaster  Relief 
Act,  as  amended;  and  (5)  Disregard  of 
Agent  Orange  Payments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/15/91  56  FR  32152 

NPRM  Comment  09/13/91 
Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State,  Federal 

Agency  Contact  Mack  Storrs,  Director, 
Division  of  Policy.  Office  of  Family 
Assistance.  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  370  L’Enfant 
Plaza  Promenade  SW..  Washington,  DC 
20447,  202  401-9289 

RIN:  0970-AA70 


1067.  FEES  FOR  USE  OF  THE 
FEDERAL  PARENT  LOCATOR 
SERVICE  IN  NON-AFDC  CASES 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  653 
CFR  Citation:  45  CFR  303.70 
Legal  Deadline:  None 

Abstract  This  regulation  requires  State 
IV-D  agencies  to  charge  individuals  not 
receiving  Aid  to  Families  with 
Dependent  Children  (AFDC),  Medicaid 
or  title  IV-E  foster  care  services  a  fee 
for  use  of  the  Federal  Parent  Locator 
Service. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/15/90  55  FR  47777 

NPRM  Comment  01/14/91  55  FR  47777 

Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
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Government  Levels  Affected:  Local, 
State.  Federal 

Agency  Contact:  Andrew  J.  Hagan. 
Program  Specialist,  OfHce  of  Child 
Support  Enforcement,  Department  of 
Health  and  Human  Services. 
Administration  for  Children  and 
Families,  370  L’Enfant  Promenade  SW., 
Washington.  DC  20447,  202  401-5375 

PIN:  0970-AA78 


1068.  MANDATORY  AUTOMATED 
CHILD  SUPPORT  ENFORCEMENT 
SYSTEMS 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  654:  42  USC 
652:  42  USC  655 

CFR  Citation:  45  CFR  307 
Legal  Deadline:  None 

Abstract:  This  regulation  implements 
section  123  of  the  Family  Support  Act 
of  1988  (Pub.  L.  100-485}  under  which, 
by  October  1, 1991,  every  State  which 
does  not  have  a  statewide  automated 
child  support  system  in  effect  must 
submit  an  advance  planning  document 
to  the  Secretary  of  HHS.  By  October  1, 
1995,  every  State  must  have  an 
approved  system  in  effect.  On 
September  30, 1995,  90%  Federal 
funding  for  automated  systems  is 
repealed. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/14/91  56  FR  22130 

NPRM  Comment  07/14/91 
Period  End 

Final  Action  05/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Rosalie  Ryan, 
Director,  Division  of  State  Child 
Support  Enforcement  Systems, 
Department  of  Health  and  Human 
Services,  Administration  for  Children 
and  Families,  370  L’Enfant  Promenade 
SW.,  Washington,  DC  20447.  202  401- 
9364 

RIN:  097(>-AA80 


1069.  IMPLEMENTATION  OF  QUALITY 
CONTROL  PROVISIONS  OF  THE 
OMNIBUS  BUDGET  RECONCILIATION 
ACT  OF  1989 

Legal  Authority:  PL  101-239 


CFR  Citation:  45  CFR  205.40:  45  CFR 
205.41:  45  CFR  205.42:  45  CFR  205.43:  45 
CFR  205.44 

Legal  Deadline:  None 
No  legal  deadline  but  new  Quality 
Control  system  must  be  in  operation  by 
October  1. 1990. 

Abstract:  Will  implement  Quality 
Control  provisions  of  Pub.  L.  101-239  by 
specifying  how  the  Quality  Control 
process  is  to  be  carried  out  by  the 
interested  State  agencies.  This  includes 
sample  size  and  selection  requirements; 
case  review  standards;  disposition 
requirements;  data  input  and  reporting 
time  deadlines:  difference  resolution 
process;  payment  error  rate  and 
disallowance  computation;  notification 
and  appeal  procedures  and  deadlines; 
and  sundry  pertinent  issues. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/17/91  56  FR  27709 

NPRM  Comment  08/16/91 
Period  End 

Final  Action  06/00/92 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Sean  Hurley,  Director, 
Division  of  Quality  Control.  Office  of 
Family  Assistance,  Department  of 
Health  and  Human  Services, 
Administration  for  Children  and 
Families,  370  L’Enfant  Plaza  Promenade 
SW.,  Washington,  DC  20447,  202  401- 
9296 

RIN:  0970-AA82 


1070.  PROHIBITION  OF  FEDERAL 
FUNDING  OF  GUARDIAN  AD  LITEM 
FEES 

Legal  Authority:  42  USC  1302 
CFR  Citation:  45  CFR  304.23 
Legal  Deadline:  None 

Abstract  This  regulation  will  clarify 
that  Federal  funding  of  guardian  ad 
litem  fees  in  child  support  cases  is 
prohibited. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  06/17/91  56  FR  27723 

NPRM  Comment  08/17/91 
Period  End 

Final  Action  10/00/92 

Small  Entitles  Affected:  None 


Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Marilyn  R.  Cohen, 
Program  Specialist.  Office  of  Child 
Support  Enforcement,  Department  of 
Health  and  Human  Services, 
Administration  for  Children  and 
Families,  370  L’Enfant  Promenade  SW., 
Washington.  DC  20447,  202  401-5366 

RIN:  0970-AA86 


1071.  TIMEFRAMES  FOR  PAYING 
SUPPORT  COLLECTIONS  TO  AFDC 
FAMILIES 

Significance:  Agency  Priority 
Legal  Authority:  42USC652(i) 

CFR  Citation:  45  CFR  232.20;  45  CFR 
302.32 

Legal  Deadline:  None 

Abstract  This  proposed  rule  revises 
the  timeframes  for  distributing  the  child 
support  collections  to  families  receiving 
Aid  to  Families  with  Dependent 
Children  (AFDC)  and  certain  collections 
in  title  IV-E  foster  care  cases  contained 
in  45  CFR  302.32(f). 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/28/91  56  FR  42581 

NPRM  Comment  10/28/91 
Period  End 

Final  Action  10/00/92 

Small  Entitles  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact:  Lourdes  Henry, 
Program  Specialist,  OfHce  of  Child 
Support  Enforcement,  Department  of 
Health  and  Human  Services, 
Administration  for  Children  and  » 
Families,  370  L’Enfant  Promenade  SW., 
Washington,  DC  20447,  202  401-5440 

RIN:  0970-AA87 


1072.  SAFEGUARDING  INFORMATION; 
FEDERAL  INCOME  TAX  REFUND 
OFFSET 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  664 

CFR  Citation:  45  CFR  301.1;  45  CFR 
303.21;  45  CFR  303.72 

Legal  Deadline:  None 

Abstract:  This  regulation  implements 
section  5011  of  the  Omnibus  Budget 
Reconciliation  Act  of  1990  (Pub.  L  101- 
508],  extending  the  Federal  Income  Tax 
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Refund  Offset  process  for  non-AFDC 
families  in  three  ways:  1)  by  making  the 
provision  permanent  in  the  statute;  2] 
by  clarif3ring  that  spousal  support  in  the 
same  order  may  be  collected:  and.  3)  by 
allowing  collection  of  support  for 
certain  adult  disabled  children.  In 
addition,  this  proposed  rule  would 
permit  the  disclosure  of  information  to 
the  appropriate  agency  with  respect  to 
known  or  suspected  instances  of  child 
abuse. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/18/91  56  FR  58205 

NPRM  Comment  01/18/92 
Period  End 

Final  Action  11/00/92 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local. 
State.  Federal 

Agency  Contact  Susan  Notar.  Program 
Specialist  Offlce  of  Child  Support 
Enforcement  Department  of  Health  and 
Human  Services.  Administration  for 
Children  and  Families.  370  L'Enfant 
Promenade  SW.,  Washington.  DC  20447, 
202  401-4606 

RIN:  097&-AA88 

1073.  AT-RISK  CHILD  CARE 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-508.  Sec  5081 
CFR  Citation:  45  CFR  255.4:  45  CFR  257 
Legal  Deadline:  None 

Abstract  The  regulation  implements 
section  5081  of  OBRA  1990  which 
provides  States  with  the  option  to 
provide  child  care  to  low  income 
families  who:  are  not  receiving  AFDC, 
need  such  care  in  order  to  work,  and 
would  otherwise  be  at  risk  of  becoming 
eligible  for  AFDC. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/25/91  56  FR  29054 

NPRM  Comment  08/23/91  56  FR  29054 

Period  End 

Final  Action  05/00/92 

Small  Entitles  Affected:  None 

Government  Levels  Affected:  Local. 
State 

Agency  Contact  Mary  Ann  Higgins. 
Division  of  JOBS  Program.  Office  of 
Family  Assistance,  Department  of 
Health  and  Human  Services, 


Administration  for  Children  and 
Families,  370  L'Enfant  Promenade  SW.. 
Washington.  DC  20447,  202  401-9294 

RIN:  0970-AA90 


1074.  REVIEW  AND  ADJUSTMENT  OF 
CHILD  SUPPORT  ORDERS 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  666 

CFR  Citation:  45  CFR  302.70:  45  CFR 
303.7;  45  CFR  303.8 

Legal  Deadline:  None 

Abstract  This  regulation  implements 
certain  provisions  of  the  Family  Support 
Act  of  1988  (Pub.  L  100-485).  It  requires 
States  to  review  child  support  orders  in 
IV-D  cases  beginning  October  13, 1993. 
at  least  every  36  months,  and  adjust,  as 
appropriate,  child  support  orders  in 
accordance  with  child  support 
guidelines. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/15/90  55  FR  33414 

NPRM  Comment  10/15/90 
Period  End 

Final  Action  08/00/92 

SmaM  Entitles  Affected:  None 

Government  Levels  Affected:  State. 
Federal 

Agency  Contact  Marianne  C  Upton, 
Program  Specialist,  Office  of  Child 
Support  Enforcement  Department  of 
Health  and  Human  Services. 
Administration  for  Children  and 
Families.  370  L’Enfant  Promenade  SW., 
Washington.  DC  20447.  202  401-5373 

RIN:  0970-AA91 


1075.  CHILD  CARE  AND 
DEVELOPMENT  BLOCK  GRANT 

Significance:  Regulatory  Program 
Legal  Authority:  PL  101-508,  Sec  5082 
CFR  Citation:  45  CFR  98;  45  CFR  99 
Legal  Deadline:  None 

Abstract  To  provide  financial 
assistance  to  low  income  woriung 
families  to  help  them  find  and  afford 
quality  child  care  services.  To  provide 
^ds  for  grants  and  contracts  to 
providers  of  early  childhood 
development  and  before  and  after¬ 
school  services  and  for  activities  to 
improve  the  availability  and  quality  of 
child  care. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  06/06/91  56  FR  26194 

Rule 

Final  Action  05/00/92 

Small  Entities  Affected:  Undetermined 

Government  Levels  Affected:  State 

Agency  Contact  Mark  Ragan,  Director, 
Child  Care  Task  Force,  Department  of 
Health  and  Human  Services. 
Administration  for  Children  and 
Families,  370  L'Enfant  Promenade  SW.. 
Washington.  DC  20447,  202  401-9326 

RIN:  0970-AA92 


1076.  ESSENTIAL  PERSONS 
Legal  Authority:  42  USC  402(a)(7) 

CFR  Citation:  45  CFR  233.20(a)(2)(vi) 
Legal  Deadline:  None 

Abstract  The  final  rule  rescinds  the 
current  regulation  on  essential  persons 
which  restricts  the  categories  of 
individuals  who  may  be  considered  in 
the  State  plan  as  essential  persons  and 
replaces  the  current  regulation  with  an 
earlier  version  which  restores  the 
authority  of  states  to  make  this 
determination. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/92 

Small  Entities  Affected:  None 
Government  Lei^s  Affected:  State 

Agency  Contact  Mack  Storrs,  Director. 
Division  of  Policy,  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services.  Administration  for 
Children  and  Families,  370  L'Enfant 
Promenade  SW..  Washington.  DC  20447. 
202  401-9289 

RIN:  0970-AA93 


1077.  REQUIRE  RECOUPMENT  OF 
OVERPAYMENTS  FROM  CURRENT 
RECIPIENTS 

Significance:  Agency  Priority 

Legal  Authority:  42  USC  602:  42  USC 
606:  42  USC  607 

CFR  Citation:  45  CFR  233.20 
Legal  Deadline:  None 

Abstract  1)  Requires  States  to  use 
recoupment  (grant  reduction)  to  collect 
outstanding  overpayments  from  current 
recipients:  2)  permits  States  to  recoup 
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above  the  10%  recoupment  limit  upon 
recipients’  written  request:  and  3) 
shortens  the  time  period  for  States  to 
initiate  a  specific  recovery  action. 

These  actions  would  provide  for  prompt 
recovery  of  AFDC  overpayments  and 
increase  overpayment  collections, 
thereby  enhancing  the  fiscal  integrity  of 
the  AFDC  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/12/91  56  FR  38094 

NPRM  Comment  10/11/91 
Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  None 

Agency  Contact  Mack  Storrs,  Director, 
Division  of  Policy,  Office  of  Family 
Assistance,  Department  of  Health  and 
Human  Services.  Administration  for 
Children  and  Families,  370  L'Enfant 
Promenade  SW.,  Washington,  DC  20447, 
202  401-9289 

RIN:  0970-/LA94 


1078.  EMERGENCY  COMMUNITY 
SERVICES  HOMELESS  GRANT 
PROGRAM 

Legal  Authority:  42  USC  11302;  42  USC 
11461;  42  USC  11462;  42  USC  11463;  42 
USC  11464:  42  USC  11472 

CFR  Citation:  45  CFR  1080 
Legal  Deadline:  None 

Abstract:  These  Interim  Final  Rules 
with  request  for  comments  would:  1) 
Permit  the  State  to  use  up  to  5%  of  its 
allocated  funds  to  defray  State 
administrative  costs:  2)  provide  that  not 
more  than  50%  of  the  program  funds 
may  be  used  for  renovations  of 
buildings  that  provide  services  to  the 
homeless;  and  3)  allow  program  funds 
to  be  used  for  the  provision  of.  or 
referral  to,  violence  counseling  for 
homeless  children  and  individuals,  and 
for  associated  training  of  staff  working 
with  the  homeless. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  06/00/92 
Rule 

Small  Entitles  Affected:  None 
Government  Levels  Affected:  State 

Agency  Contact  Joseph  R.  Carroll. 

Director,  EHP,  Office  of  Community 
Services,  Department  of  Health  and 


Human  Services,  Administration  for 
Children  and  Families,  370  L’Enfant 
Promenade  SW.,  Washington,  DC  20447, 
202  401-9354 

RIN:  097D-AA95 


1079.  HEAD  START  CRITERIA  FOR 
SELECTION  OF  NEW  GRANTEES 

Significance:  Regulatory  Program 
Legal  Authority:  42  USC  9801  et  seq 
CFR  Citation:  45  CFR  1302 
Legal  Deadline:  None 

Abstract  The  current  rule  applies 
primarily  to  the  initial  selection  of  a 
grantee.  'The  final  rule  will  better 
accommodate  a  wider  variety  of 
competitive  situations  and  add  new 
criteria  to  address  the  selection  of  new 
grantees. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/22/89  54  FR  39018 

NPRM  Comment  11/21/89 
Period  End 

Final  Action  ,08/00/92 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980-i\Al7. 

Agency  Contact:  Douglas  Klafehn, 
Deputy  Associate  Commissioner,  Head 
Start  Bureau.  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington.  DC  20013,  202  245-0569 

RIN:  0970-AA98 


1080.  HEAD  START  STAFF  AND 
PROGRAM  OPTIONS  REQUIREMENTS 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  9801  et  seq 

CFR  Citation:  45  CFR  1304;  45  CFR 
1306 

Legal  Deadline:  None 

Abstract:  The  final  rule  will  amend 
existing  regulations  related  to  program 
design  to  specify  class  size,  hours  of 
operation,  and  program  options  such  as 
center-based  and  home-based  Head 
Start  services.  The  final  rule  will  also 
include,  in  a  new  Part,  the  requirements 
for  home-based  Head  Start  services. 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/08/88  53  FR  49565 

NPRM  Comment  02/21/89 
Period  End 

Final  Action  10/00/92 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA18. 

Agency  Contact:  Douglas  Klafehn, 
Deputy  Associate  Commissioner,  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington.  DC  20013,  202  245-0569 

RIN:  0970-/^^99 


1081.  HEAD  START  APPEALS 
PROCESS 

Legal  Authority:  42  USC  9801  et  seq 
CFR  Citation:  45  CFR  1303 
Legal  Deadline:  None 

Abstract:  The  NPRM  will  propose 
revisions  to  current  procedures  for 
appeals  from  Head  Start  grantees  and 
delegate  agencies  to  improve  the 
effectiveness  and  efficiency  of  the 
appeals  process  and  reduce  costs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/29/92  57  FR  3394 

NPRM  Comment  03/30/92 
Period  End 

Final  Action  01/00/93 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA20. 

Agency  Contact:  Douglas  Klafehn, 
Deputy  Associate  Commissioner,  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington.  DC  20013,  202  245-0569 

RIN:  097O-i\B00 


1082.  HEAD  START  PERFORMANCE 
STANDARDS  FOR  SERVICES  TO 
CHILDREN  WITH  DISABILITIES 

Significance:  /Vgency  Priority 
Legal  Authority:  42  USC  9801  et  seq 
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CFR  Citation:  45  CFR  1304;  45  CFR 
1305:  45  CFR  1308 

Legal  Deadline:  None 

Abstract  The  final  rule  will  establish  a 
new  part  1308  setting  forth  performance 
standards  that  must  be  used  in 
providing  Head  Start  services  to 
children  with  disabilities. 

Timetable: _ 

Action  Date  FR  Cite 

NPRM  10/19/88  53  FR  41088 

NPRM  Comment  01/19/89  53  FR  47235 
Period  End 

Final  Action  06/30/92 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA21. 

Agency  Contact  Douglas  Klafehn, 
Deputy  Associate  Commissioner,  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1162, 
Washington,  DC  20013.  202  245^569 

RIN:  0970-AB01 


1083.  HEAD  START  RECRUITMENT, 
SELECTION,  AND  ENROLLMENT  OF 
CHILDREN 

Significance:  Agency  Priority 
Legal  Authority:  42  USC  9801  et  seq 
CFR  Citation:  45  CFR  1305 
Legal  Deadline:  None 

Abstract  In  this  final  rule,  the  Head 
Start  Bureau  will  amend  existing 
regulations  governing  eligibility, 
attendance,  recruitment,  selection,  and 
enrollment  of  children. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/23/90  55  FR  29970 

NPRM  Comment  10/22/90  55  FR  29970 
Period  End 

Final  Action  12/00/92 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980-AA27. 

Agency  Contact:  Douglas  Klafehn. 
Deputy  Associate  Commissioner,  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services.  Administration  for 


Children  and  Families,  P.O.  Box  1182, 
Washington,  DC  20013,  202  245-0569 

RIN:  0970-AB02 


1084.  HEAD  START  GRANTS 
ADMINISTRATION 

Legal  Authority:  42  USC  9801  et  seq 
CFR  Citation:  45  CFR  1301 
Legal  Deadline:  None 

Abstract  The  Head  Start  Bureau  will 
provide  additional  clarification  to  Head 
Start  programs  in  meeting  die 
requirement  that  the  costs  of  developing 
and  administering  a  Head  Start 
program  not  exceed  15  percent  of  total 
costs.  The  rule  will  also  clarify  that 
training  and  technical  assistance  funds 
awarded  to  a  grantee  are  included  in 
the  total  costs  of  the  program  and  must 
be  matched  at  the  20  percent  match 
rate  as  required  by  statute. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/25/90  55  FR  42997 

NPRM  Comment  12/24/90  55  FR  42997 

Period  End 

Final  Action  12/00/92 

SmaU  Entities  Affected:  Organizations 

Government  Levels  Affected:  None 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA32. 

Agency  Contact  Douglas  Klafehn, 
Deputy  Associate  Commissioner.  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services,  Administration  for 
Children  and  Families,  P.O.  Box  1182. 
Washington,  DC  20013,  202  245-0569 

RIN:  0970-AB03 


1085.  HEAD  START  PERFORMANCE 
STANDARDS  FOR  INFANTS, 
TODDLERS,  AND  PREGNANT  WOMEN 

Significance:  Agency  Priority 
Legai  Authority:  42  USC  9801  et  seq 
CFR  Citation:  45  CFR  1307 
Legal  Deadline:  None 

Abstract  The  final  rule  will  establish  a 
new  part  1307  setting  forth  performance 
standards  that  must  be  used  in 
providing  Head  Start  services  to 
infants,  toddlers  and  pregnant  women. 


Timetable: 

Action  Date  FR  Cite 

NPRM  06/19/90  55  FR  24899 

NPRM  Comment  08/20/90  55  FR  24899 
Period  End 

Final  Action  11/00/92 

Small  Entitiee  Affected:  Organizations 
Government  Levels  Affected:  None 

Additional  information:  This  action 
was  previously  reported  under  RIN 
0980- AA33. 

Agency  Contact  Douglas  Klafehn, 

Deputy  Associate  Commissioner,  Head 
Start  Bureau,  Department  of  Health  and 
Human  Services.  Administration  for 
Children  and  Families,  P.O.  Box  1182, 
Washington,  DC  20013,  202  245-0569 

RIN:  0970-AB04 


1086.  ADOPTION  AND  FOSTER  CARE 
INFORMATION 

Significance:  Regulatory  Program 
Legai  Authority:  42  USC  679 

CFR  Citation:  45  CFR  1355;  45  CFR 
1356;  45  CFR  1357 

Legal  Deadline:  Final  Statutory, 
December  31, 1988. 

Abstract  Section  479  of  the  Social 
Security  Act  requires  the  Secretary  to 
publish  regulations  to  collect  data 
relating  to  foster  care  and  adoption  in 
the  United  States. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/27/90  55  FR  39540 

NPRM  Comment  12/26/90  55  FR  39540 

Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Additionid  Information:  This  action 
was  previously  reported  under  RIN 
0980-/VA35. 

Agency  Contact  Daniel  H.  Lewis, 

Acting  Associate  Commissioner  for 
Children,  Youth  and  Families, 
Department  of  Health  and  Human 
Services.  Administration  for  Children 
and  Families,  P.O.  Box  1182, 
Washington,  DC  20013,  202  245-0618 

RIN:  0970-AB05 


1087.  SOCIAL  SERVICES  BLOCK 
GRANT  INFORMATION  COLLECTION 

Legal  Authority:  42  USC  1397  to  I397e 
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CFR  Citation:  45  CFR  96 
Legal  Deadline:  None 

Abstract:  The  Hnal  rule  will  specify 
procedures  and  uniform  definitions  of 
services  for  use  by  States  in  preparing 
their  annual  reports  to  the  Secretary. 

Timetable: 


NPRM  04/05/90  55  FR  12678 

NPRM  Comment  06/04/90  55  FR  12678 

Period  End 

Final  Action  09/00/92 

Small  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 

Government  Levels  Affected:  State 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA42. 


Agency  Contact  Bryant  Tudor. 

Department  of  Health  and  Human 
Services.  Administration  for  Children 
and  Families,  200  Independence 
Avenue,  SW.,  Room  326-F,  Washington, 
DC  20201,  202  245-2874 

RIN:  097{>-AB06 


Legal  Authority:  42  USC  670 
CFR  Citation:  45  CFR  1356 
Legal  Deadline:  None 

Abstract  A  technical  amendment  will 
delete  unnecessary  procedural 
restrictions  and  deadlines  while 
retaining  statutory  requirements. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  10/00/92 
Rule 

Small  Entities  Affected:  None 
Government  Levels  Affected:  State 

Additional  Information:  This  action 
was  previously  reported  under  RIN 
0980- AA46. 

Agency  Contact  Daniel  H.  Lewis, 
Acting  Associate  Commissioner  for 
Children,  Youth  and  Families, 
Department  of  Health  and  Human 
Services,  Administration  for  Children 
and  Families,  P.O.  Box  1182, 
Washington,  DC  20013,  202  245-0618 

RIN:  097a-AB09 


Action  Date  FR  Cite  1088.  NONRECURRING  EXPENSES  OF 

ADOPTION-TECHNICAL  AMENDMENT 


DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES  (HHS)  Completed  Actions 

Administration  for  Children  and  Families  (ACF) 


1089.  OMNIBUS  BUDGET 
RECONCILIATION  ACT  OF  1987 

Significance:  Agency  Priority 

CFR  Citation:  45  CFR  233.20(a)(3){x):  45 
CFR  233.53;  45  CFR  235.112 

Completed:  _ 

Reason  Date  FR  Cite 

Final  Action  12/09/91  56  FR  64195 
Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Mack  Storrs,  202  401- 
9289 

RIN:  0970-AA75 


1090.  COMPUTER  MATCHING  AND 
PRIVACY  PROTECTION  ACT 
PROVISIONS 

Significance:  Agency  Priority 


CFR  Citation:  45  CFR  205.56;  45  CFR 
205.58 

Completed: 

Reason  Date  FR  Cite 

Final  Action  12/23/91  56  FR  66373 

Small  Entities  Affected:  None 

Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Mack  Storrs,  202  401- 
9289 

RIN:  097(>-AA81 

1091.  EMERGENCY  ASSISTANCE 
Significance:  Agency  Priority 
CFR  Citation:  45  CFR  233.120 
Completed:  _  _ 

Reason  Date  FR  Cite 

Withdrawn  12/01/91 

Small  Entities  Affected:  Undetermined 


Government  Levels  Affected:  Local, 
State,  Federal 

Agency  Contact  Mack  Storrs,  202  401- 
9289 

RIN:  0970-AA84 


1092.  RUNAWAY  AND  HOMELESS 
YOUTH  PROGRAM 

CFR  Citation:  45  CFR  1351 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  04/01/92 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 

Agency  Contact  Carol  Behrer,  202  245- 
0102 

RIN:  0970-AB08 
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